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Proceedings of the Thirty-Eighth Annual 
sesston Of the Oxford Baptist Association, 
lil With the Big Springs Baptist Church 
Yalobusha County, Miss., Wednesday, 


bharsday, Frid vy, Sept. 4, 5, 6, A.D. 1907, 


A. E, Jennings, Moderator, Water Valley; A. 

oO, Clerk, Batesville; W. W. Dickins, Treasurer, 
ville. Place of Next Meeting— Yellow Leaf Church 
les east of Oxford. Time of Next Meeting—Wed- 
efore the Second Sunday in Sept., A. D. 1908° 
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ORDER OF BUSIN Ess. 
Call for Petitionary Letters. 
Miscellaneous. 
Receive Reports of Messengers. 
Miscellaneous. 
Appoint a Finance Committee. 
Miscellaneous. 
Receive Reports of Standing Committees. 
Miscellaneous. 
Receive Treasurer's Report. 
Miscellaneous. 
Receive Report of Standing Committee. 
Miscellaneous. 
Appoint Standing Committee. 
Receive Report of Nominating Committee. 
Miscellaneous. 


Call and Correct Roll, and Read Minutes. 


Adjourn. 





DIRECTORY, 
EXECUTIVE COMMITTEE. 


D. C. Perkins, Ed. Rowe, 
A. J. McKee, W.P. McCarley, 
W. E. Hudson, T. A. Tubbs, 
J. L. Neely, B. B. McCullough, 
1. T Woodruff, H. H. Creekmore, 
H. H. Johnson, G. T. Tyler, 
C. A. Lipe, H. B. Gowen, 
T. B. Williamson, W. I. Hargis, 
J. FE. Collier, J. M. Kelley, 
B. B. Jones, J. M. Tatum, 
R. C. McKinney, H. Quinn, 
J.C. Caruthers. 


—_—_ 


LOCAL COMMITTEE. 


l). C. Perkins, WwW. W. Dickins, 
P. H. Lowrey, P. D. Childress, 
A. T. Bobo. 


STANDING COMM ITTEES. 


State Missions—J, W. Lee, D. C. Perkias. 
Home Missions—W, J. Derrick, B. P. Gooch. 


Foreign Missions—E. Stubblefield, F. L. Riley. 
Sunday Schools—L, P, Leavell, W. I. Hargis. 
Woman’s Work—H. L. Johnson. W. H. Hudson. 
Publications—J, Ww. Higginbotham, J. w. Lowrey, 
Orphanage—W. W. Dickins, W. D. House. 
-ducation—Burney McKee, S. T. Courtney. 
Sanitasium—H, J. Jennings, T. A. Hale. 
Sustentation—P, H, Lowrey, J. D. Woodrufi. 
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MINISTERIAL DIRECTORY 


ORDAINED MINISTERS, 


H. L. Johnson, Water Valley, R. F. D. No 
’. D. House, Water Valley. 

WI. Hargis, University. 

W.H. Hudson, Water Valley, R. F. DLN, 
-- Linden, Water Valley. 

J. W. Lee. Batesville, 

Saml. Wilkins, Water Valley. 
Edward Stubblefield, Oxford, 

8. L. Neeley, Water Valley. 

D. F, Hoyle, Water Valley. 

Terry Box, Pine Valley. 

W. J. Derrick, Water Valley. 


G.C, Blount, Water Valley. 
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FIRST DAY. 


MORNING SESSION. 

THE OxFoRD Baptist ASSOCIATION met in its Thirty - 
vhth Annual Session with the Big Springs Church on 

ith day of September, A. D 1907. 
\t 10 o'clock A. M., the Moderator being absent, 
« Clerk, A. T. Bobo, called the Asssciation to order. 
votional exercises were conducted by Bro. J. W. Lee. 
i. Jennings was elected temporary Moderator, D. C. 
rkins and B. P. Gooch were appointed reading clerks. 


Letters were presented, read and enrolled as follows, 


“wit: 

Big Springs—¥#. L. Boydston, J. R. Patton, G. W. 
ur, J. C. Lewis, A. B. Smith. 

Bethany—A, B, Gowen, Mrs. H. B. Gowen, Miss 


linor King. 


Bethel—Vertri Johnson, Jesse Pace, Wesson Bris- 
J. M. Davis. ; 

Clear Creek—H. H. Bunch, Boyd Jones. 
Concord—J. W, Higginbotham, H. Ss. Moore. 
Central—J. W. Lee, J. W. Lowrey. 

(00d Hope—k. M. Thornton, Mrs. E. M. Thornton. 
Mt. Pisgah—None. 

Mt. Gilead—O, T. Weaver, H. Quinn. 

New Liberty—A, J. McKee, J. C. Scott, Miss 


Mamie Carr. 


Panola—R. B. Draper, D. C. Perkins, W. W. Dick- 


ns, A. T. Bobo. 


Pilgrim's Rest—J. A. Jolly. 

Liberty Hill—J. T. White, J. B. Pitcock. 
Tocowa—L. H. Sheffold, J. D. Woodruff. 
Water Valley—W. J. Derrick, A. E. Jennings, B. 
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Payne, W. L, Ware, H. | 
To A; Hale, B. P. ¢ 

The time for th 
ed business Was 





). Jennings, T. A. Hale, Mrs. 






100ch. 







e introductory sermon havin 
Suspended = and Bro. H, W. Rockett 
preached a strong and much appreciated sermon; || 
Ist Thessal Mans, 5:23: Subject, 
Prayerby Bro. W. 1. Haryis 


wo oarriy- ) 










ext, 
“Sanctification.” 
> Song, “Draw Me Nearer.’ 
























































Adjournment until 2 o’eloek p.m 
> PP Bw | 
AFTERNOON SESSION, 
1 

Assembled at 2p. m.,, sang ‘Simply Trusting,” 
Prayer by Bro. B. P, Gooch. | 

The Association Proceeded to the election of offic: rs © 
for the ensuing year. A. EK. Jennings was elected Mod- S 
Srator, A. T. Bobo Clerk and W, W. Dickins, Treasurer, a 
The order of business for last sessi NM Was adopted for 
this session. i 

On cali f Pr potitic nary letters, 4 letter fron Union th 
Grove Chur h was presented and read and the church B 
Was received into fellowship and her delevates enrolled ( 
ts follows: J W. House, J. H. Camp. Le 

On motion, the Sanitarium is made a subject fora Pi 
Standing committea and the committee appointed—see a 
Standing MMmMittees, page 3 : 

("¢ 

REPORT OF MESSENGERS TO CORRESPONDING BODIES 

Bro, H. L. Johnson, delegate to Southern Baptist W. 
Convention, reported a very pleasant and profitable m 


ing of that body 
Ust State C 





Bro. W. w. Dickins enjoyed the Ba 
Nver'ion “The best ever.”’ 

Brethren §. T. Courtney and W. J. Derrick w 
recognized and wel-omed as ne 














W pastors in our Aas 








Oxford Baptist Association. 






n. Bro. Byrd, State Sunday School Missionary, was 
ecognized and welcomed 

On motion, hours of meeting and adjourning were 
idopted as follows: Meet at 9a. m., adjourn at 12 m., 

vet at 1:30 p. m., adjourn at pleasure. 

\ppointed the following a committee on finance, 
to-wit: J. W. Higginbotham, H. B. Gowen, Vurt 
Johnsey. 

Bro. Byrd, State Sunday School Evangelist, and 
Bro. L. P. Leavell, field secretary for the 8S. S. Board 
f the Southern Baptist Convention, made interesting 
ind edifying talks cn Sunday Schools. On motion, the 
\ssociation resolved to arrange three appointments for 
Bro. Byrd during this assc ciational year, and the pres- 
ent district vice-presidents, D.C. Perkins, W. I. Hargis 
and B. P. Gooch, are requested to continue to serve 
during this year. 
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Bro. W. W. Dickins took a subscription for students 
fund at the Theological Seminary, Louisville, Ky., and 
the following pledges were made, to-wit: 
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« Big Springs.... .. $5.00 Mt. Gilead........., $2.00 : 

Clear Creek.... ... 2.00 Pilgrim's Rest ..... 2.00 y 

Liberty Hill...... . 2.00 Bethel............. 2.00 fi 

Panola sae 26 O00 Concord............ 250 Th 

Yellow Leaf ....... 2.00 New Liberty........ 2.00 i 

; Bethany...... 2... 2.00 Tocowa ............ 2.00 Ht 
Central ...., -... 2.60 I 
Adjourned until 9 o’clock a. m. to-morrow Song, i 

“All Hail the Power of Jesus’ Name,”’ prayer by Bro. i 





W. W. Dickins. 
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SECOND DAY. 


THURSDAY MORNING, SEPTEMBER 


—_—_ 


OTH 


At 9o’Cliek, there being only a few 
short service 
Stubblefield, 


present, a 
of song and prayer, conducted by Bro 
Was enjoyed by those present, as were h 
comments on the 23rd Psalm. ’ 

The Association NOW proceeded to business, Rey, 
and 4pproved the mi 


nutes of yesterday. 
The f llowing committee on devotion was appoint 
Viz: The pastors and 


deacons of Big Springs Church 
and Bro B.S. Moore. ¢ 

App>inted nominating committee, D. C. Perkins, 
Boyd Jones, Edward Stubblefield. 

The following letters now presented were read ani 
delegates enrolled, to-wit: Paris, J. §. Marin; Oxford, 
Edward St ibblefield, W. si. Hargis, L. P. Leav Il, 
Greenwood Dunean 


REPORT ON SUSTENATION. 


Your committee begs to submit the followin 
report: 


“Dp iring the last conventional year ending July Ist, 
the Baptists of the State fave for the Support of the old 
and worn out Ministers and those dependent upon them 


the sum of $1273.71. On the list of beneficiaries, as re- 


Ported by the State Board, Sixteen 
More will be a ided soon. This amount is less than si) 
dollars per month for the year. The State Board in its 
Wisdom “Ppropriates to eac 
Month f 


appear and two or 


h one of these ten dollars pe! 
or eight months in the year, Mississippi Bap- 
sts ought to hang their heads in shame. 

“Your co nMittee js Satisfied of the fact that if o it 





ful 
att 
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pastors and deacons would call the attention of the 
hurches to this matter as they do other matters it 
would be just as easy to have five thousand dollars as 
() have the thirteen hundred as reported. 
‘*We recommend and urgently request, that every 

irch in this Association, during the month of Decem- 
ber, make a special offer for the sustenation fund and 
send the same to our secretary before the first of Jan- 
ity. May God make all of us to realize fully our duty 
(is matter and do just what He would have us do.”’ 

Respectfully submitted for the committee, 

W. W. Dickins. 

Read and tabled to be discussed in connection with 

Reports on Missions. 


REPORT ON STATE MISSIONS. 


When we speak of State Missions we mean missions 
Within the borders of our own beloved state of Missis- 
sippi, The division of our missionary operations into 
State, Home and Foreign Missions is forour own con- 
venience, The Bible knows no state or national Jineg. 
the command is to go into all the world. Jesus is the 
(ommander and “‘go’’ is the marching orders. Jesus 
as the authority to command for all Power and au- 
thority is given to Him both in Heaven and on earth. 
We are His for He has bought us with His own life- 
blood and therefore has the right to our most obedient 
service, 

While Mississippi Baptists have not come up to the 
full measure of their ability, yet the success that has 
‘(tended their efforts is very gratifying and encourag- 
ing indeed, as the following summary, furnished by our 
“tate Secretary, will show: 

“hurches now helped in full time service -. 14 
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Oxford Baptist al swocidtion, 


Value of their houses of worship 


SS] 0 MW) tno 

Value of pastor's homes 15.000 00 
Churches now helped in one-half time IS 

Value of houses of worship MOLOO0 00 

Pastor's homes 0,000 00 
Churches noy helped one-fo irth time 74 

Value of houses of worship 304,000 00 
Number of churches now helped LO 

Churches onee helped now having full 

time 25 

Value of houses of Worship $140,000 00 


Value f parsonages 


Churches once helped now having one- 
half time 31 


1th ,( (NM) tM) 


tice of houses of v irship STS.0000 00 
Value of Parsonages 18,000) 00 


Churches once helped now having one- 


fourth time 346 
‘alue of houses 1 Worship : $168,500 00 
Number of Churches once helped now in- 
dependent 30s 
Agvrevate of all churehoas helped by State 
‘Missions 5O4 
Value of their property 678,500) 00 
These churches ¥ive annually to Missions $25.00). 


besides what they give to College, Orphans, Ministerial 
Education Pastoral Support, etc. State Missions is 
thus FOUNDATION WORK, and he who helps St 
Missions helps every good cause dear to the hea 
our Lora, 
Mississippi State 


‘lissionaries have baptized 13, 1:0 
persons. 


Mississippi State 
Vhere there have baa 
sons, 


Missionaries labored in meetines 
n baptiz ad by Others 21,096 pers 


Missis sip 1S ate Missi Maries are thus identified 
With t 


he baptis ns »f 31,533 2r30ns. 
I I 


Mississippi State Missionaries have organized hun- 
dreds of Sunday Schools. 

Mississippi State Missions now maintains one S 
day Schoo] Missionary. 
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Mississippi Stite Missions now naintains two evan 
BUS { ; 
Mississippi State Missions are pledged to help build 
ses OT Worship in the State to the amount of $7,500. 
rhe new lines of railroads are constantly opening 
Ww territory both for the business man in all de- 
ents of work, as well also for the preacher of the 
? “pel. Our spiritual interests must keep pace with 
mal prosperity, and to do this requires an aggres- 
State Mission policy. Tc fail in’ his regard is to 
ver (he cause of evangelism to other people. In 
many instances already has our Baptist interest suf- 
) t Voy our inability to be first on the field. There are 
requests from many places that we must turn a deaf ear 
lack of funds. Will you not help us in this cause 
q 's you help other objets that appeal to you for 
praver and money? We oucht to have $50,000 a year 
Viere we now spend less than $20,000 
\ United States Supreme Judge lately said that no 
cher patriosm can be displayed than that which sup- 
pues one’s own people with the Gospel, and yet how 
ny there be who gladly “spend and be Spent’’ in 
wir, in politics for the good of @ suntry, and yet do so 
for the preached Gospel. in our own land, The 
‘use of the true patriot is the cause of State Missions. 


rhe cause of a better educated citizenship is the 


, ine of State Missions 
i Che cause of better homes is the cause of State 
: Missions, 
The cause of higher morality is the cause of State 
A | Ssions, 
‘ lhe cause of more helpful religion reaching out its 


‘nds “*from the river to the ends of the earth” is the 
‘use Of State Missions. 
he cause of saving your loved ones is the cause of 
} State Missions, 


To this may be added 400 or 500 baptisms reported 

“Y our State Evangelists. Surely the above is enough 
make us grateful to our Heavenly Father who giveth 
erease and whence cometh all our help. Surely 
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also is it enough to encourage us tO greater eff 


rts in 
the future. 


should make us 
hunger, pray for and give liberally in the 
May it be so ig the prayer of y 


The success of the past 


future, and 
our committee 
Respectfully and prayerfully, 


J. W. Let 


REPORT ON FOREIGN MISSIONS 


Reporting on Foreign Missions, your committee feel 
mclined to say that it is beginning to look as tho’ the 
time is near when we may with joy no 
“Foreign” Missions but Extenc 


are long since wide 


longer say 
led Missions. The doors 
open and distance suspended. Thro’ 
the needs of other lands, the call to 


God's people is 
sounding aloud 


» “Come over and help us.”’— It no longer 
needs that our re ports shall contain urging paragraphs 
to justify and impress that God is the author of all mis- 
SIONS; nor do our People need to he persuaded to the 
glorious privilege of participating in this work of the 
Master—the *vangelizing of all the world. The ques- 
tion of to-day your committee would emphasize is, 
“What wilt thou have me todo? Must I be held to ac- 
count for any part or lot in thls matter? Does God 
make me responsible for any part oe lot in the matter of 
It.is possible that I am my brother's 
but foreign means other countries, other peos 
ples unknown to me.” That word unknown, brethren, 
Unknown, unconcerned, and@ un- 
Let it no longer be Foreign but the ExtenJed 
of the Gospel of Love, of salvation, through our 
1 Savior’s love for lost souls in other lands. 

The need to-day among God's people is to be made 
#cquainted with the condition of the work we term For- 
*1gn Missions. Could the awful and benighted stite 


Foreign Missions? 


keeper 


sounds the keynote. 
‘oved, 
Mission 


Crucifies 
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{ customs of the people who have never heard of our 
Savior be brought more sensibly to our people, eurely 
vy Would hunger and thirst to bear a greater part in 


he blessed service. 







All are familiar with the glorious shout of ‘Vie- 

ry!’ herald from our Foreign Board at the ending ef 

‘ year when the financial close showed a contribution 

{ $403,811.54, and baptisms of 2239 souls Out of debt 

with enlarged responsibilities— four-fifths of the Baptists 

' the world live in this country and three-fourths of 

vse in the borders of the Southern Baptist Conven- 
tion. 










Are we not slow to grasp how God has blessed our 
work on the foreign field, and are we yet unconcious of 
ow he is leading on in the mighty work and by the use 
{ His people?., For our encouragement let us reproduce 

. oa 
able of results for two decades: 









Year Workers on For. Field Baptisms ines | Contributions. 
»mb. 









Native and Foreign Memb 
1887 116 228 1646 887,830.00 
1897 190 660 $824 $125,681.00 
0 1907 500 2239 14437 $403,811.54 






The consecrated workers over there tell us that 
‘uperstition and idolatry are giving away before the 
xuspel message, and that schools, colleges, seminaries, 
printing plants and hospitals are going up. Let us 
learn more of the work. Let us know more of Argen- 
tina, Mexico, Italy, Brazil, Japan, Africa and China— 
who have we there and with what are they contending? 
fur what are they asking most? HELP, your prayers, 
your young men, young women and money. 

Brethren let us call special attention to the Mission- 
‘ry Studies and courses as given in our Sunday School, 
‘terature urging our churches and Sunday school teach- 
“rs to emphasize the study of mission fields. Let it be made 

















l4 








a business of every church to 


field work and workers as well 
US pray often and earnestly fer 
work, \s we believe Ina Diy 










pel, so we believe in a Divine 
MISsicn field 








The Holy Spirit 
So then letus pray that He 
of our young nen and y 








separate them ty go. Ah! bre 









your boy and Your girl to go ov 
be foreign then 


part of the work. 


Let us strive durin t! 





1e ye 


hon from every member in our 


Prayer by Bro, \. V. Rowe 
Life Line.” further time was 
Home Missiops and Bro. S. T. ¢ 
mittee. Bro. A. Vy, Rowe made 
'N Missions and sus 


Jennings spoke feelingly and im 
tion 


tive Speech 


Delegates from Po 
letter, WwW. A. Goad and € A, L 
Prayer by Bro H. w. Rocke 


. . . * 





The ladies of the 


INntermission Dut no report was m 






> Fy Bp 
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You wil be concerned 


Adjourned to 1:30 o'clock p.m 
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suid Separate ay 


may lay His hand apo 
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thren, when ( md 
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ir fora. good eo 
bounds. 


Respectfully submitted, 


D.C. Perkins. 

Kk. STUBBLEFIEL| 
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ourtney added to 
an earnest and inst 
fenation and Bro. \ 
pressively on sust 


pe Station were present wit! 
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verve our Master.”’ These consecrated stewards of God 
nay 






Ovford Baptist ad xr eration, 


AFTERNOON SESSION 










\t 2 0’clock the Association assembled; sang “I 
i Thee Every Hour;’* prayer by Bro. E. L. Wessun, 
¢ “Savior More Than Life to Me.”’ 

Bro L. P Leavell read report on Laymen’s move- 











ind it was tabled to be discussed in connection 
reports on Missions and Sustenation. 









REPORT ON THE LAYMAN’S MOVEMENT. 


a et ee a ee 


(ne hundred and eighty years ago, Carey, the con- 
rated shoe cobbler, went out as the first foreign mis- 
iry of modern times. Some one asked him how he 
id spend so much time in preaching; he replied, 
‘iy business on earth is to serve my Master; I cobble 
esto pay expenses.”’ 








'o-day christian men and women all over our land 
saying the same thing; ‘Our business on earth is to 





Se ee 





ak 
t 





‘gun to look into the matter of winning the world 
(nrist. They have come face to face with some 
ruling facts. One is that in the 180 years of mission ; 
* Carey the number of unconverted heathen has not 
en reduced; when Carey went out there were 650 
‘ons of heathen and to-day there are the same num- 
"; the increase by birth has been as great as the num- 


converts. We must greatly increase the force of 


PReTS, 













\nother fact is that the Christian world has men 

money enough to send and maintain the force of 

rkers necessary to win the world in one generation, if 
’ will only open their hearts and purses and give to 
as he has prospered them. 

We know how many heathens there are, we know 
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how many Christians there 


many men and how much money it will tike to 


Sospel t> all the he ithan world. 


Poe figires are abou 
these: 


There are in round numbers about 1,000 mill 


Hon 
heathen: there are about 13,000 Missionaries now «1 the 
field. [f each of these Missionaries could win ty ¢ rist 


in his life-time 25,000 heathen, 
Win only 232 milli yn, 
Now 25,000 people is 


tney all together. wou d 
leaving 675 million UNprovided for 
a large field for one preacher; jn 
America the average is 564 people to one preacher, 
While in heathen lands the average is 185,000 for vne 
preacher, 


The Laymen’s mov 
basis of sen 


for the 


ement is now proceeding on th: 
ling one mi sionary to every 25,000 heathen. 
675 million unprovided for can be divided into 
25,000 fields of 25,000 people each The 


Laymen’s 
movement I 


roposes simply to send out and provide for 


25,000 Missionaries, that is one for each of these 25,000 
fields 


How much money will this take? Well the Baptist 
Proportion is as follows: In North America there are 
3,275,000 Baptists. Our Share of the heathen wor! . in 
Proportion to our numbers, 


is notless than two hundred 
millions. The 


Baptists of North America have now on 
the field about 700 missionaries and spend annually on 
about one and one-half million dollars. If 
leet Our proportionate share of the heathen 
World we must increase our force from 700 to 8,000 mis- 
gifts from one and one-half millions 
to ten millions, annually. 

The share of this 
will unde 
will.’” 
“We ( 


their Support 


we saptists 1 


sionaries, and our 


amount that Mississippi Baptists 
rtake is $45,000 annually. ‘We can doit if we 
ut the motto of the Laymen’s movement ts, 


‘an Do It AND We Will.” The guiding question 


are, we therefore can t, | how 
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Lord gives me shall I spend on myself.” 
Respectfully submitted, 
L. P. LEAVELL. 


REPORT ON HOME MISSIONS. 


There is no more gratifying development in the de- 
nomination than the growing interest of Southern Bap- 
tists in their home mission work. Leadiug men among 
is have of late freely published their conviction that 
(his department of our work is of the greatest strategic 
importance and should be enlarged witbout delay. The 
Southern Baptist Convention, at its last session, puts 
itself on record to the same effect and unanimously and 


warmly recommends to the denomination that contribu-. 


tions be doubled for this vbject this year, the total 
amount recommended being $500,000. The following 
facts will confirm the sound judgment of the Conven- 
tion: 

First, home missions has already done great things 
for Southern Baptists, missionaries of the Home Mission 
Board have made hundreds of thousands converts, con- 
stituted thousands of churches, organized thousands of 
Sunday Schools and assisted in establishing the Baptist 
cause in every state ‘apital in the South, save one, and 
in thousands of country places. very state and almost 
“very community has felt the direct or indirect influence 
f the work and received benefit from it. The record 
for last year, in independent and co-operative work, 
Was in part, 15,526 baptisms, 13,008 additions to chur- 
hes by letter, 237 churches constituted, 309 houses of 
Worship built or improved, 648 Sunday Schools organ- 
ized. These figures do not include some other statistics 
ind the untabulated influence of 112,604 gospel sermons 
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f the laymen in the twentieth century is no longer 
‘How much shall I give,’’ but “‘How much of what the 
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and addresses and the exemplary lives of S65 ¢; Hy 
Missionaries, 

Second, the South presents great home missi: n 
need to-day, Southern cities are growing and mulri- 


plying and growing in size and vickedness; floods of 
‘oming in who moat Ibe saved 


foreigners are 


or they 


Will lower our Standards of Civilization; baneful heres 8 
are being propazated in our midst; vast regions of dos. 
titution exist, especially in the § uthwest; three u- 


sand homeless churhees eall to us for 


Which to w rship our God; ( 
Panama hold out apy 
the su 


shelters under 
‘uba, the Isle of Pines and 
ealing hands for the brea 1 of life; 


’ 


‘cess of our mountain sehoo! work, az well as 


ip: 
palling need, ene 


urage enlargement. 
What answer will this Association make to these 
‘ppeals, what will it do with this 
sacred duty? Youre 
Wweas 


ppornitunity and this 
OmmMittee rec mmends, (1), that 
an Association en leavor 


this year to increase our 
contributions tu h me 


nissions in pr portion to the ad- 
vance recommended by the 
tion, which will be 30 percent over what we did |Jast 
year; (2), that, in order to inform our people concern- 
ing this work and make 
amount, 


Southern Baptist Conven- 


possible the raising of this 


Pastors and Others be requested to secure amd 


“mong our people the free literature of 
Home Boar 


circulate 


1; (3), that the messengers of each- chur} 

in the Association be requested to secure at once a club 
subscricers to Our Home Fleld, the 

beautiful 36 page magazine published by the Home 

Board, at 25 Conts @ year, and, (4), that we encourage 

Our women to CO-operate with the Woman’s Missionary 

Union of the Soutn in raising the $75,000 which the 

‘nion Proposes to secure for home missions this year. 

Respectfully submitted, 
R. Buress DRAPER. 
S. T. Courtney. 


of at least ten new 
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The reports on Sustenation, Missions and Laymen’s 
Movement) were discussed by Brethren EB, Stubblefield, 
1). C Perkins, W.J. Derrick and L. P. Leavell. Onre- 
quest, Bro. Dickns withdrew the endowment clause in 
recpet on sustenation and the reports were adopted. 


REPORT OF EXECUTIVE COMMITTEE. 


Your executive Board, after short council at close 
of 1906 association. resolved to - meet at Batesville Oct. 
wth. On that date and place, a limited number of 
the churches were represented and quite a goodly num- 
ber wrote the chairman letters, noting their interest and 
solicitude, and this is observed as indication that the 
brethren of the committee do not treat the Board as an 
altogether unnecessary adjunct. It urged that the 
members of the Board in the future give more dilligence 
to their opportunities. 

The Board at that meeting made recommendations 
to the State Board as follows: Tirat financial aid be 
eiven on pastor’s salary, as in 1906, to Mt. Gilead and 
Paris S80, New Liberty 325, and Pope $50; Tocowa, on 
condition that they ceil their church, $60, and at Mt. 
Pisgah, upon condition that they build a new church, 
S100. The several recommendations were forwarded to 
Bro. Rowe. The Executive Board has held no further 
meetings and are not informed as to whether these rec- 
ommendattons have been so paid. The church at Toco- 
wa has material prepared and on the premsises and the 
work will be completed. The Mt. Pisgah church has 
Some money towards -building, but as yet are at a 
standsstill, 

Respectfully submitted, 
D. C. PERKINS, Chairman. 

Read by Bro. D. C. Perkins and adopted. 
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REPORT ON PUBLICATIONS 
: We recommend to the Asso ‘ation 
The Baptist Record, The Foreign Mission Journal, Our 
Home Field, The ¢ rphanage Gem and the publications 
of ours inday School Board at Nashville. Last and 


Most important we recommend the reading of the Bible, 
we recommend the Bible th 


of the Lord, any the 


Members of this 


others that we might know 
Progress we are making in the w 
upon us. 


what 
ork that God has laid 


H. L. Jounson, 
H. W. Rockerr. 
Discussed by Brethren FE. L. Wesson, H. W. Rock- 


ett, J. W. Higginbotham and H. L. Johnson and 
acopted, 


APPORTI( INMENT C¢ IMMITTEE. 


Big Springs 


-G. W. Fair, 
Bet hany 


.H. B. Gowen, 

Bethel. . J.T. Johnsey, 
Central ; ranvdae W. Lowrey, 
Clear } ‘reek ... Be »yd Jones, 
Cones J. W. Higginbotham, 
Courtland I. T. Woodruff, 
Good Hope .... E. M. Thornton, 
Morr AN os sie cace ca J. T. White, 
Mt. Pisgah Pleas. Buckhalter, 
Mt. Gilead W. H. Hudson, 
New Liberty A. J. McKee, 
New Hope. . sich we. Berry, 
Oxford... | E. Stubblefield, 
*. ++++.D. C. Perkins, 
C. A. Lipe, 
June Jolley, 


Panola 
Py pe ; 
Pilgrims Rest 


at we might know the way ~ 
t 
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..J. S. Martin, 
Shady Grove R. C. McKinney, 
Tocowa L. H. Shuford, 
Water Valley W. J. Derrick, 
Yocona .....Ed. Groves, 
Yellow Leaf ........ J. P. Wilbanks, 
Union Grove . 


On motion, the executive committee will remain as 
it is, and located at Batesville. 


Adjourned until 9 o’clock a. m. tomorrow, 


























































22 Odrturd Bay, lexf 


3 lasoeiatin ‘ 





THIRD DAY, 


At o'clock a. m. Bro. DLC. Perkins condu 


‘Led de- 
votional services, 


after several songs and 
read Col. 3:1-3: 12-17, and after some excellent ind 


appropriate co nments on the S ‘riptures read, h illed 


sponded in earn 
Speeches, after Whiah the Associa: I 
proceeded with the business. Minutes of yest 
Were read and approved. 


for short talks. and several brethren re 
est, sympathetic 


REPORT ON SUNDAY SCHOOLS 


Two thoughts are prominent in the work of our 
Sunday Sheools to-day. First, the thought of [EeN- 
LARGMENT: second, the thought of SPE ILIZATION. 
Let us note a few lines of work growing out of these: 

Enlargement: Believing that the Sunday School 
is the church at work teaching God's book, we are 
Seeking to enlarge the attendance upon its sessions. 
Live teachers are first organizing their classes, appoint- 
win new members and to look up the 
nes week by week, 


} 
hisses eac 


IN’ con mMittees to 


absent « and second, striv ing to make 


h cover its OWN possibilities. The ideal 


‘hool must be com pose lof Classes that each 
COVeP its own Possibilities, 


their c 


Sunday 


Again, enlargement is seen 
in the work of wise Superintendents who are enco rage 
ing and maintaining Vigorous and helpful Home De- 
partments; the aim of the Home Department is to carry 
Ours. S. literature to fathers and mothers and any oth- 
ers who do not or cannot attend the school in the 
church house. No means have been found equal t» the 
Home Department in getting indifferent ones interested, 













prayers he 
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‘especially in winning indifferent fathers and moth- 
(0 Bible study as outlined by our 3, S. literature. 
superintendents and pastors are catching the idea 
' with the Home Department to supplement the 
rk of the classes, no member of the congregation of 


rch need be unreached by the Sunday School. 
We recommend that the work be pushed with all possi- 
rarnestness during the coming associational year. 
Weare pleased to report at least two schools of our As- 
lation which have enrolled, in the classes and the 
Home Department together, all the members of the 

h and congregation. 
Specilization: This means that a large number of 
~. 5. workers in our Association are studying methods 
' ind plans of S. S: work. More than 100 workers are 
1 as students of the normal courses of our §. 8S. 
oxard These stu lents are st idying a text book on the 
>. 5. and a text book on the books of the Bible. They 
ire Decomin.r specialists, or experts in S. S. work be- 
eause they are learning the best plans of work as known 
tnd proved by our best Sunday School workers. We 
hail the day when pastors, superintendents and teachers 
4 hours. S. shall be students in the imyortant work 
nmitted to them. As they learn more of the best 
ds they will be the mark able to meet the obstacles 
ind solve the problems which the Devil will always be 
+ up in the path of the §. s. The Devil realizes Cif 
ve do not) that the S. 8. is the most fruitful field in our 
vurehes; it yields 9 out of 10 of all the converts, 9 out 
f 10 of the best workers and 9 out of 10 of our preach- 


sand missionaries, and of course he, with hellish hate, 

ll in his power to break up these services of so 

el power. Our joy and hope is in the assurance 

't God is with us, and with God we are able to over- 
all the powers of the Evif One. 
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Oxford Baptist lxsociation. 


Our associational! letters last year reported 
Sunday schools Outof 24 churches, that is 
reported no Sund ty school. 


7 churches 
They are Antiv h, Con- 
cord, Courtland, Pilgrim’s Rest, Paris Shady Grove and 
Yocona. This year the letuers report 6 churches with. 
out Sunday schools They 
New Hope, Pisgah, Pope and Courtland, 


We recom nend first that the delezates 
from these ¢ 


are Paris, Sha ly Grove, 


and pastors 
hurches go home and organizeasS § Jn 
and that they try the Home Dept. 
that is putting the quarterlies in the homes which 
make up the church, asking the fathers and mothers to 
Study the lessons with their families ar vund ti reak- 
fast table or around the family altar, together with 
prayer. 


matter if it be small: 
idea, 


} 


le 


We recommend secon t, that 
their officers and te: 
St tutes which Bro. 
list, 


our churches send 
achers as delegates to the S.S In- 
J. E. Byrd, our State S.S. Evange- 
Will hold in the three districts of our Association 
NeXt spring, under t 1@ direction sf the three Vive presi- 
dents, Bros, Perkins, Hargis and 8. Pp. 


Gooch 


Respectfully submitted, 


L. P. LEAVELL. 
P. H. Lowrey. 
Spoken to by Bro. W. H. Rockett and ad Ipted 


REPORT ON WOMAN’S WORK. 


It could £° without saying that our noble women 
are a Constant inspiration to our Baptist cause in the 


southern Country. Our women havea great work at 
heart 4ssured fact that whatever they un- 
dertake to do they-are most assuredly to do that thing 


The good women are perfectly at One with the brethren 
in all the 


“ Purposes in the great bounds of this eal 


and it is an 














she could We as brethren have 


vy fer Work like the dear wome 1; if we will this coun- 
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<O 








try your committee is more than pleased with the 





lerful provress made by our noble women: accord- 
to the treasurer's report of the Southern Baptist 


sonvention the moneys yielded by the Women’s Mis- 








ion during the year aygrezated in round 
rs the sum of $125,000, being an 


$22,000 over the 






advance of 






preceeding year. Of this 
od sisters: of Mississippi gave through 








encarta aeeeilas 


t the cr¢ 


eas 





socleties and bands cash $1,099.88 





—_ 
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Your committee is glad to see our dear women have 
} 


t zeal at heart to do something for Christ. They 






i ‘great mind to do whatever comes” within 





their 





‘hrist gave woman the greatest honor on 





earth 
when he said to his Deciples that Mary had done what 


Sei ees 


ae 





never done what we 





! for Him. Brethren let us 





bestir ourselves to a 





Lidice aie 


a 





Wit soon be takén for Christ again. Let 


us give 
sympathy and our prayers in thef great work 






(Ve undertaken. Let US Pive our noble | 
secretary of our Women’s Missionary [ 


resident 





Jnion our 
‘operation and encourage them to March on- 
With their work 







In conelusion the committe 
t ; 





ask the Association to 
1 earnest prayer to Almighty God for his bless- 
on the Woman’s W rk. 
Respectfully, 
W. H. Hupson 
W. HIGGINBOTHAM, 

Committee. 

P. Leavell and 








Discussed by W. H. Hudson and L, 


pted., 









REPORT ON ORPHANAGE 





The Mississippi Baptist Orphanage was 


conceived 
Neart of Bro. L. S. Foster, under 


the influence of 
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the Holy Spirit, and became a fact when Mrs. Lou 
Moore, of Tallahatchie county, guided by the same 
Spirit sent the first dollar to Bro. Foster ever contribut- 


ed to this enterprise. Thus with two hearts and minds, 
living in different sections of the State, . influenced by 


the same unerring Spirit, being burdened by the same 
worthy cause, were brought into Sympathetic touch and 
the two in touch with the great parental hear. of Him 
who hath declared that He would be a father to the 
fatherless, began tO send a pathetic and sympathetic 
interest throughout the ranks of the baptists of Missis- 
sippi. 

This small beginning has resulted in the establish- 
ing and equipping of one of the best orphanages in the 
whole country. Many scores of helpless children have 
Deen cared for by this institution, and many are now be- 
ing cared for, trained and qualified for the highest and 
vest life possible for them to attain to. 

The orphanage, as nothing else has, has touched 
~ loosened the springs of our benevolence until to lay 
tW® baptists of Mississippi are giving more largely of 
their means to general benevolence than ever before. 
When once the sympathetic nature has been aroused it 
'3 easily appealed to in behalf of other enterprises, and 
vecomes a great means in the development of the high- 
est type of Christian character. 

Your committee would recommend that frequent 
ind earnest prayer be made in behalf of the orphanage. 

\lso that the Orphanage Gem be taken, and systematic 
fierings be made to this cause 
Submitted, 
W. 1. HarGis 

Read by W. I, Hargis; sang **My Jesus, I Love 


Thee,”’ after which Bro. A. E Jennings spoke to the re- 
port and 


took up a collection amounting to $26.70, to be 
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sent to be sent to Bro. Carter; while¢he collection was 
being taken up the audience sang the grand old song 
‘How Tedivus and Tasteless the Hours,”’ Letter from 
Shady Grove was now presented and read, the name of 
5. L. Martin was enrolled as delegate. 


REPORT OF NOMINATING COMMITTEE. 


We, your Committee on Nominations, beg to report 
ts chosen to preach Associational Sermon Bro. Edward 
Stubblefield, pastor of Oxford church, with Bro. S. T. 
Courtney, of Mt. Pisgah and Tocowa. 

We beg to bring before you for decision, as place of 
next meeting Yellow Leaf church and Panola church. 

These duties performed we ask to be discharged. 

Rsspectfully submitted, 
D. C. Perkins, Chairman. 

Tabled until afternoon. 

Adjourned until 1:15 p.m 

Prayer by Bro. H. L. Johnson. 


> Pr B&B 
AFTERNOON SESSION. 


Assembled at singing ‘‘The Crowning day is Com- 
ing;”’ prayer by Bro. Burney McKee. 


REPORT OF FINANCE COMMITTEE. 


We, your Committee on Finance, beg to submit the 
following report: 


We have recieved from the different churches, 
through their messengers: 


aeacae 


ee ee . 


ee ea 


Slee ee 2 
a 





red Ba, fist oLss: 


or ae Missions. ... ie .. 830.50 

reign Missions s wise 21705 
or i me Missions 25.00 
vr © rphanage , 2.00 
r Minutes and ( ‘le rk -. 47.45 


EF 

Fy 

EF 

For General Missions ae O.45 
F 

EF 


Total... $1: 31, 15 
Respectfully submitted, 
J. W. HIGGINBOTHAM, 
H. B. Gowen, 
A_L. JoHNsEy, 


$131.45 Received from the Finance Committ: 
One Hundred and Thirty-one .45 D lars as follows 
State Missions S30.50 
Foreign Missions 
Home Missions 
General Missions 
( rphe inace 


Minutes and Clerk 


Total 
Sept 6th. 1YO7 y y. Dr KINS, Treas 


pted, 
TREASURER'S REPORT. 


. Your Tre: asurer begs to submit the following report 
Received from the Finance C ommittee $131.45 4 
follows: 
State Missions! - se -- 380.50 
Foreign Missions ee 21.05 
Home Missions : . 25.00 
Veneral Missions 5 


Orphanage 





are 


ae 





~ hy 
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Minutes and Clerk ayy : 17 
Total. ....., ... $131.45 


Ask that you instruct me to pay out these funds as 
rated, 

W.W. Di KINS, Treasurer. 
\dopted aud treasurer directed to pay out money 
‘s directed by contributors. 


The following resolution by E. W_ Barton, was 
ipted, 
Whereas, we are desirous of all legitimate growth 
1 progress, and are willing to try to lead in that. we 
leve for the oe eee of **The Kingdom,” and 
Whereas ‘feel that our beloved sister, the Cold- 
water Association, could do us good and herself little 
rt, but to our mutual fiplift, grant us the blessings of 
the fellowship in the Oxford Association, so far as they 
iy have the right to grant; if so be, the wish of the 
everal churches west of the rail road in Lafayette and 
worth of Tallahatehie river in Panola county, therefore, 
Beat Resolved, that a committee of three for the 
urches in Lafayette and three fo; rr those in Panola to 


iterview and if pleasing to. their interest and invite 
them to join our body. 
Resolved Dud, that our clerk furnish copy of these 
esolutions to our messenger to the Culdwater Associa- 
tion and the committee herein named. 
Kk. W. BarTon 

In compliance with the foregoing resolution the fol- 
wing committees were appointee to-wit: 

To visit the Coldw: ater Associ: a and churches in 


Lafayette county—Boye i Jones, L. P. Leavell and E. 
efield, and for the i in Panola county— 
Pp H Lowrey, A. J Bobo and B B.Me( ‘ollough. 
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REPORT ON EDUCATION. 


An ignorant man may bea thoroughly yood man, 
but he cannot hope to be much, actively, in the kingdon 
of God. The hope of our church and of the Christian 
world is in Christian education, without it there can be 
no forward movement; there can be no hope of winning 
the wor.d, as is our steadfast: aim, set for us by our 
Lord in his final command, “Go ye, therefore, and dis- 
ciple all nations.”’ 

Baptists are notan ignorant people; we are n 
baptists because we do not’: know any better We ar 
baptists because we do know be'ter. Baptists maintain 
and support educational institutions of the highest rank 
in all sections of our land. In many cases our baptist 
schools are in lead of all; for example, our seminary at 
Louisville is the largest and most progressive along 
many lines of any in America. Baylor University, in 
Texas, is possibly the largest school west of the Missis- 
sippi river. Mississippi College, at Clinton, and Blue 
Mountain Female College at) Blue Meuntain, are the 
largest denominational schools in the whole South. 

Our churches owe a debt of gratitude to thes 
schools fortheir splendidly trained ministers, Sunday 
school workers, and in many cases for their best mem- 
bers. Young men and women coming home after finish- 
ing their education in these schools have been great 
blessings to their churches in their leadership. 

We thank God especially for the blessings upon 
Mississippi College. The endowment fund of $100,000 
has been given by the baptist people of Mississippi. 
Now beautiful new buildings are going up on the cam- 
pus of Mississippi College and the accommodations for 
students will soon be ample and satisfactory. We pre- 
dict that within a few years there will be 500 young men 





nin oars 
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in this great school. 


We recommend that our churches make annual 
ntributions to the support of young ministers at Mis- 
sissippi College, and at our great seminary at Louis- 

lle, Ky 

Respectfully submitted, 
L. P. LEAVELL, 
D. F. HOYLE. 
Spoken to by Bro. Burney McHee, and adopted. 
\ppointed Standing Committee (see page 3.) 


“REP \RT OF APPORTION MENT COMMITTEE. 


Big Springs .....38 35 00 New Liberty..... $ 10 00 
Bethany... ..... 10 OO Oxford ......-... 700 00 
Bethel... 30 00 Ponola ......... 165 00 
Clear Creek 75 00 Popes... « or 5 00 
Concord... 33 00 Parid:.d6. <e<e.08 15 00 
Courtland ... 15 00 Pilgrim’s Rest . 30 00 
Central .. . 165 00 Shady Grove... 10 00 
Good Hope 55 00 Tocowa.... ...- 25 00 
Liberty Hill...... 20 00 Water Valley... 1200 00 
Mt. Gilead..... . 10 00 Yorona....... 20 Ot 
Mt. Pisgah oy 10 00 Yellow Leaf..... 20 00 
New Hope $8 ere.% 5 00 


REPORT ON OBITUARIES. 


While we rejoice at the continued prosperity of the 
churches of our Association we are saddened by the 
thought that many of those that we loved, those faith- 
ful ones in our churches and our homes, have been call- 
ed away from us, called to their rest—their final reward. 

Yet, in our sorrow there is a note of hope, evena 
note of joy. We rejoice that God gave them to us. The 
light of their ministry lingers in our churches, in our 
homes and in our hearts. Though God has taken them, 
to himself, yet they are our mothers, fathers, our broth- 
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ers irs rsa ir friends, we can but rejoice in th: 
ro ey hay ne 

We would like t Speak of each of them separately 
Making re 1 her f their several graces and virtues 
but b ime and space forbids. We beg to commen { 


the Father's loving Promises to those who are behav | 


Nn the bless if) poe Chaat Wwe shall eee al 


I 
KNOW ava nose Wwe have | ved ind lost 


Re spectfully submitted, 
WoW. Di KINS, 
EDWARD StUy BLEFIELD, 


( MIM itle 


REPORT ON SANITARIUM 
At the Baptist State C Qvention in 1906 a committe: 
was appointed to report to Cor vention at) Hazlehurst in 


‘essity of a sanitariam = in Mississippi. 


‘sely that the time had not 


A hospital or sanit trium in Missis- 


In the Spring of 1907 a pr Position was made to the 
baptists of Memp! 8, and through them to the baptists 
of Miss., Tenn. and Ark., by ¢} 


e College of Physicians 


and Surgeons of Memphis, to-wit: That they) would 


viVe real estate to the Value of $75,000, Or more than 


$25,000 in cash an 1 free medical Service to the charity 


patients, if the baptists would build 


4 Sanitarium to cost 
less thad $75,000. This 375,000 to inelude the $25, - 
000 to be raised by the College of Physicians and Sur- 
Beons and Bro. H. P. Hurd of baptist minister of Mem- 
phis, explaining fully all details, The sanitarium to be 


under direction of trustees to be elected by Miss., Tenn. 
and Ark.. abs lutely } Ith 


n 
no 


hospital and nurses to be 
under baptist control, \ftee discussion it was unani- 
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mously voted to by the Miss. State Convention that we 
accept the proposition made by the College of P. & S., 
and that instead of erecting a $75,000 sanitarium that 
welay out plans for one tocost $250,000 and that Miss. 
baptists give not less than $50,000 within the next two 
years for this great and glorious work. 

Brethren, itis a big undertaking, let us undertake 
big things in the Lord’s name and we will accomplish 
great things. If the Lord is with us it matters not who 
is against us. What will the Oxford Association do in 
this great work? It is practical Christianity when our 
Lord and Savior Jesus Christ was on earth all His time 
Was spent healing the bodies and souls of mankind. 

Will the Oxford Association give one-fourth of this 
amount, $12,500? I believe ‘t. Let’s pray, let’s work 
for this amount in this Association. 

Discussed by A. k. Jennings end J. W. Lee and 
adopted. 


Report of Noniinating Committee taken up and 
Yellow Leaf church chosen as the place of next meeting 
and the reportadopted. Bro. J. W. Lee was elected 
delegate to the Southern Baptist Convention. 

Resolution on Prohibition by J. W. Lee: 

Whereas, it is the desire of the Christian constitu- 
tiency of our beloved State to have statutory prohibition 
and whereas, our next Governor is committed heart and 
soul to this measure and will do all in his power to bring 
about this much desired statutory prohibition, therefore, 

he it Resolved, first, that we express our gratitude 
to our Heavenly Father for the favorable opportunity 
we now have of enacting and putting into effect such 
laws as will effectually prevent the manufacture and 
sale of intoxicating liquors within our borders. 

Resulved, second, that we send Christian greetings 
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to the other religious bodies in Mississippi of our own 
denomination and those of others and congratulate them 
upon the favorable prospects mentioned above, and that 
we request all these bodies to use their influence to se 

cure as large attendance as possible upon the prohibi- 
tion mass-meeting to be held in Jackson the first week 
in January, 1908 lo king towards statutory prohibition. 

Resolved, third, that we pray earnestly to our 
Heaveniy Father to give success to our efforto if con- 
sistent with His will, and that we pledge ourselves to du 
all rightful things in our power to bring about this much 
desired legislation. 

Resolved, fourth, that is the sense of this body that 
our efforts along this line should hever cease until our 
state constitution is amended so as to forever prevent 
the manufacture or sale of intoxic iting liquors in Miss. 

Adopted. 

Brethren W.W. Dickins, W. |. Hargis, W. J. Derrick, 
J. R. Taylor, D. C. Perkins, W.N Hamilton, J. W. Lee, 
P. H. Lowrey and H. L. Johnson were appointed dele- 
gates to the Baptist State Convention, 


The following pledges were made to aid Bro. Taylor 
at Miss. College, viz: 


Big Springs $5 00 Oxford $10 00 
Clear Creek. .. .. 10 00 Tocowa.. ; 5 00 
Good Hope...... 5 00 Bethel........ . 5 00 
Mt. Gilead .. “te 2 00 Coneord ; 5 00 
Paris... 250 Mt. Pisgah .. 5 00 
Water Valley vaste OOO -anola ... BO 00 
B. Y. P. U. Oxford 5 00 Yellow Leaf 5 00 
Bethany se 5 00 Liberty Hill .. § 00 
Central ... 10 00 

Water Val'ey Women’s Mission Society 5 00 


Big Springs se “6 ss 5 5's 5 00 


—— i. 
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Brethren W. I. Hargis and J. W. Lee were appoint- 
ed messengers to the Coldwater Association. 

The following resolution by J. W. Lee was adopted: 

Resolm d, that the thanks of this body be extended 
to the pastor of the Big Springs church and the entire 
membership of said church and, in fact, of this commu - 
nity, for their generous, bountiful entertainment, hearty 
sympathy and Christian hospitality 

The business being disposed of, the audience sang 
“God be With You ‘Till We Meet Again,’’ and the part- 
ing hand was given with many benedictions and tears; 
prayer. by the Moderator, A. k. Jennings, and the Asso- 
ciation adjourned to meet with Yellow Leaf church on 
Wednesday before the second Sunday in September, A: 
1)., 1908. 
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| IN MEMORIAM. 











Bro. ORIN G RDON, 








Bro. R. R MARTIN, 











SISTER B 


NI I SON, 









SISTER 





M. B. Foster, 






SISTER Cora ER} NCH, 





SISTER SARAH POWELL, 






SISTER M. A. Topp, 






SISTER CLARA PY rry LAWRENCE, 





SISTER L. D. BUTLER, 









SISTER B. Epgs. 








Bro. A H. Leicu, 





Bro. Sip FORRESTER. 






Bro. W. A. Dyk, 






Bro. F, REEVES, 






SISTER ALLIE WADE, 






SISTER Z. D. JENNINGS. 
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CONSTITUTION 


Article 1 The Association shall be called the Oxford 


\ssoclation, which shall meet annually. The objeet 


of this union shall be to cultivate fraternal intercourse and 
between the Churehes composing this body, and unite 
r efforts in the great work of advancing the Re- 
er’s kingdom. In the prosecution of these objects, the 
nation of the Gospel by missionary operations, both 

nd abroad, shall reecive their encouragement, foster- 

are and support. It shall be the aims of this Associa- 

to promote the cause of Sabbath Schools, also the in. 
stof general edueation, and more especially the eduea 
noof the Ministry All Christian and charitable enter- 
rises shall receive their encouragement, among which the 
Ipport of superannuated and worn-out Ministers will re- 


especial attention 


Art. 2.) Each Chureh belonging to this Association 
s} he entitled to three representatives until the number 
Inbers reaches twenty-five, and one delegate for every 
nty-five; provided, in no ease shall any Church have 


ore than eight delegates. 


Art. 3. The delegates present representing Churches 
hall, during the session, present their letters of correspond. 
which must state their appointment, together with the 
her of members in fellowship the number baptized, 
ed by letter, restored, dismissed by letter, exeluded 
nd cied during the year. - 
Art. 4. Any Church of this Association failing to 
rpresent herself at one meeting will be expected to state 
the reason thereof at the next meeting, and any Chure?: 


hus failing at two successive meetings, the Association tay 








as Owtord Ba, list clawe ciation, 


consider her dropped from her number, or may appoint a 
colnmittee to inquire into cause of such failure 


Art. 5. Other Churches approving our Articles «1 


Faith, and desiring to act and live in fellowship with us 
may be admitted into this beady by signifving their approval 


ane dlestre by dele vutes and letters 


Art 6 This \ssoc! ition shall have a Moderator 
Treasurer and Clerk. who shall be chosen by ballot at each 
HON Ineeting as soon as the letters from the Churches 
wre read and the names of the delegates enrolled \ 


mea rity «of the ve tes cast being Necessary to an election 


\rt. 7. Membership in this Asse elation shall be essen 


Hal to eligibility te wny oftice within the body 


Art. 8. This Association shall have no power to adopt 
rules or institute proceedings that shall infringe upon the 
Independenee of rights of Churehes: but it may, when re 
quested by a Chureh in its letter or correspondence, and not 
otherwise, give advice to such body. and it may separat. 


from such churches as are known to walk disorderly 


Art. 9 This Association may correspond by letter or 
| : 


nessenyver with other representative bodies of the Baptist 
denom hation 


Art.10. This Association shall. at its annual meetings 
‘ppoint an Exeeutive Board 


composed of as many members 
as there shall be 


churches represented, with five additional 
tnembers living in the same vicinity, 


constitute a quorum. Eac!} 


any five of whom shal! 
t church shall have the privilege 
of nominating its own member of the Board. Said’ Board 
shall elect its own officers and shall have power to transact 
Association when the Association is not 
In session, and for this Purpose meet as often as the Chair 
An annual report of the pro 
+ made to the Association. 


the business of the 


man shall deem necessary 
ceedings of the Board shall b 








Ouford Lsapei sf Association, 39 








Art. 11.) The constitution may be altered or amended 








ener een oat aerate 


t any regular meeting by a majority of two-thirds of the 






hers present, provided the proposition to change be 










deat a previous meeting 


RULES OF DECORUM. 





Article ] This Association shall be opened an | closed 





praver. 





Art, 2 The Moderator shall be considered judge of 







rder. and shall have diseretionary right to call to order 
inv time 
Art. 3.) Any member not satisfied at his deeision may 







eal to the Association the same day, but at no other time. 


a 





Art. 4. The Moderator shall have the same privilege 


f speech as any other member of the body; provided, he 






| some other brother to the chair; but shall not be per: 






tte a to vote ¢ xeept in ease of tie 






Art. 5. Every motion made in order and seeonded 





tter sufficient time for discussion shall be, by the Modera 






fer, put to a vote of the Association, a majority of whom 






shall govern, and the decision shall be publicly announeed 
hy the Moderator. 






Art. 6 But one member shall speak at a time, who 






shall rise to his feet and address the-Moderator: and the 





Moderator, when addressed by a member for permission to 






speak, shall signify the same by naming the person, or 





otherwise 





Art. 7. Every member, in addressing the body, must 





contine his remarks to the subjeet under discussion, and no 






‘mber shall be interrupted while speaking, unless he de 






parts from the subject, or use words of personal reflestion 
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Art. Ss The appellation Brother’ 


eur addresses 


Shall be used 


Art a Ni retry ber shall he allowed to 


Spe ik Thpcnre 
than twiee on the aT 


e osubjeet without leave from the 


Association. ner y Than enee until all have had an oope 


tunity of speak 


Art. 10 No metibe r shall be at liberty te thsent hin 


roof business Without leave fron tl 


Art. 11 It s} he the dntyv of the Clerk to keep 
COrrect re rd tf th proceed nes of the Associati moaned 
sul t the samme her correetion of the Assoeintic n t tl 


Close of each sessinr imd te Preserve a file of the proceed 
nes of the } 


\rt. 12. Tt st he the duty of the Treasurer to re 
ecerved for associational PUrpeses ar 
pan thes over hy rder of the body 
Art. 13. In case oF 5 motion te 


Psuspend anv rules of 
the A weer ion a Vets 


two-thirds shall be NeCOSSATY 
Art. 14 The roll of deh 


ClO f ie) 


wates shall be called at th 


session, and the ibys ntees w itheut Permission 


shall he des vnate| pon the minut. 


Sas such, without leave 
from the Moderator 


ebeehiieaetie oe 
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MINUTES 


.-Of the... 


OX FORD BAPT. 1S T 
ASSOCIA TION 
of Mississippi 


A. D., 1908 
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Proceedings 


of the 


Chirtu-ninth Annual Sesston 


of the 


Oxtord Baptist 
Cssociation 


beld with 
Ljellow feat Church 
September 9,10, I, A D. 1908 


4 ‘ ‘ 


OFFICERS. 
A. E. Jennings, Moderater,...-- Water Valley 
W. I. Hargis, Clerk, University 
W. W. Dickins, Treasurer,...- ---- . Batesville 
ee @ 
Place of Next Meeting: Courtland, I. C. R. R. 
Time: Tuesday after ist Sunday in Sept., 1909 
ee 


To Preach Sermon: W.J. Derrick, Water Valley 
Alternate W. N. Hamilton, Taylor 































Greeting. 


/ flee (Churches Composing the Orford Assoc sation, 


Greeting 


The messengers from the several churches composing the 
Oxford Association met in annual session on Septembe 
th. Twenty-two of the twenty-four churches composirfy 
this body were represented, which was one of the best for 
several years 

The sessions of the body were pitehed, at the beginning. 
ipon a high spiritual key. Throughout the sitting of the 
body the spiritual tide ran high. A most excellent an 
wautiful spirit of brotherly love and fellowship pervaded 
the entire session 

Reports from the churches were encouraging. The wors 
for the ensuing year was planned on an advance over last 
vear 

Those who fail to attend the sessions of the Association 

ose much in the way of information and inspiration. 

The next session will be held with the Courtland Chureh. 

m I. C. R. R., between Grenada and Memphis. Let ever) 
one who possibly can attend the next session. 

Fraternally, 


W. I. HARGIS, Clerk 
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ORDER OF BUSINESS 


Call for Petitionary Letters. 
Miscellaneous 

Receive Reports of Messengers 
Miscellaneous. 

Appoint a Finance Committee 
Miscellaneous. 

Receive Reports of Standing Committees 
Miscellaneous 

Receive Treasurer's Report. 
Miscellaneous 

Receive Report of Standing Committee 
Miscellaneous 

Appoint Standing Committee. 

Receive Report of Nominating Committee. 
Miscellaneous 

Call and Correct Roll, and Read Minutes 


Adjourn 








DIRECTORY. 


ORDAINED MINISTERS 


Hl. 1. Johnsen, Water Valley, R. Fo D. No. 3 
W. 1). Tlouse, Water Valley 

W. L. Hudson, Water Valley, R. F. D. No. 3 
W. 1. Hargis, University 

L.. Linder, Taylor. 

+. W. Lee, Batesville. 

W. A. Borum, Oxford. 

W. J. Derrick, Water Valley. 

L.. W. Metts, Oxford. 

S. T. Courtney, Enid 

(i. W. Hollowell, Water Valley. 

Samuel Wilkins, Water Valley. 

D. F. Hoyle, Water Valley. 

Arthur Anderson, Water Valley. 


< < < 


STANDING COMMITTEES 
State Missions—S. T. Courtney, W. I. Hargis. 
Home Missions—W. N. Hamilton, P. H. Lowrey. 
Foreign Missions—W. A. Borum, R. M. Leavell. 
Sunday Schools—F. L. Riley, L. P. Leavell. 
Woman's Work--J. W. Higginbotham, W. E. Hudson 
Publications—W. W. Diekens, S. P. Woodruff 
Orphanage—B. L. MeKee, G. W. Hollowell. 
Edueation—W. J. Derrick, D. M. Kimbrough. 
Sanitarium—J. W. Lee, W. H. James. 
Sustentation—-Hl. L. Johnson. D. F. Hoyle. 
Laymen’s Movement—H. Hf. Creekmore, A. T. Bobo. 
Temperanes Hewlett Johns n.-G.. € McElroy 


















OUR DEAD. 


Mrs. PEARL HYDE 





. W. T. WEBB 








Mrs. S. J. CAROTHERS 
Mrs. JULIA LOWE Mrs. J. A. HARDIN 
Mrs. L. J. LITTLETON 


VARNER Mrs. MARY MOORE 

















Mrs. R. J. BURKHALTER 


Mrs. N. C. SHELBY Mrs. Lucy BRISTER 
Mrs. FANNIE E. WOODRUFF 


Mrs. JANE GOODWIN Mrs. SARAH GOAD 





C. P. BURKHALTER 


JOE PERKINS M. R. WARLEY 









JOHN BARNETTE 










J. K. P. Lowe JAMES GRAY 








Rev. C. G. BLOUNT 









J. B. MABRY M. C. CATPENTER 





B. F. SOLOMON 
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First Day. 


Morning. 


The Oxford Baptist Association met in its thirty-ninth 
annual session, with Yellow Leaf Chureh at 10 o'clock 
a.m. September 9, 1908. The Association was called te 
order by the former moderator, A. E, Jennings. W. | 
Hargis conducted an opening devotional service by read- 
ing Psalm 42: 1-3. Prayer by W. J. Derick 

In the absenee of the former clerk, W. I. Hargis was 
made temporary clerk. The letters from the churehes 
were read by L. P. Leavell and J. W. Lee. Before the 
reading of the letters the hand of Christian greeting was 
extended by the body to W. A. Borum, the new Oxford 
pastor, also to the other pastors of the Association, who 
were present 

Letters from the ehurches were read, and the following 
messenvers enrolled : 

Batesville—J. W. Lee, W. W. Dickens 

Mt. Gilead—Sam Weaver, H. Few. 

New Liberty—Joe Brister, Dave House. 

Coneord—J. W. Higginbotham, L. D. Jones, T. F. 
Browning 

Liberty Hill—Clark Pollard, Ernest Piteock; Misses 
Bertie and Lelia Cosby, Lonie Morris. 

Water Valley—W. J. Derriek, A. E. Jennings, H. H. 
Creekmore, Mrs. W. J. Derrick. 

Yellow Leaf—L. W. Metts, W. T. Webb, J. P. Wilbanks, 
Ben Hudgins, Tom Jones 

Oxford—W. A. Borum, W. I. Hargis, L. P. Leavell, 
Mrs. F. S. Leavell, G. B. Taylor, G. W. Durley, R. M. 


Leavell 
‘ 





et, 
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Courtland—S. P. Woodruff. 
Shady Grove—R. D. Dennis. 
Bethel—G. W. Hollowell, Virt Johnson, R. M. Wilburn. 
Good Hope—R. B. Farrow, J. A. Woodruff, Miss Eva 
Woodruff. 
New Hope—R. N. Chambliss. 
Clear Creek—C. C. Briscoe, Boyd Jones, G. C. MeElroy, 
\rs. G. C. MeElroy, Edgar Crow, J. D. Jones, Osear Crow. 
Pilgrims Rest—Misses Lena Thorn, Jennie Kelly and 
Bell Clark and Lem Mairs, Shuford Baker. 
Paris—J. M. Kelley, J. S. Martin; Misses Virginia 
Johnson and Ada Womble. 
Bethany—S. T Courtney. 
Mt. Pisgah—B. S. Priddy. 
Union Grove—G. W. Thomas, T. HI. Camp, Will New- 
some, Walter Neal. 
Tacowa—C. P. Tubbs. 
Big Springs—H. L. Johnson, J. F. Parker, J. L. Edgar, 
Miss Fannie Johnson. 
Yocona—J. N. Hamilton, D. D. Tubbs. 
In the absence of the appointeee to preach the Associa- 
tional sermon, by unanimous request of the body, W. A. | 
Korum preached the sermon at 11 o’clock, using as a text / 
1 Cor. iii, 21-23. The sermon was uplifting and greatly 
enjoyed by the people. 
Adjournment to 2 o’elock p.m. 
Benediction by G. W. Hollowell. 
‘ ‘ 
Afternoon. 
Assembled at 2 o'clock p.m. Sung ‘* Rock of Ages** and 
More and More I Need Thee.’’ Prayer by W. N. Ham- 
ilton. 
Went into permanent organization by electing A. E. 
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Jennings moderator; W. I Hargis, clerk; W. W. Dickens, 
treasurer 

The vote was cast for the above officers of the Associa- 
tion by the following brethren: For moderator, by i: 
Leavell: for clerk, by J. W. Higginbotham , for treasurer, 
by W. A. Borum ; 

Antioeh Church having dissolved, on motion the name 
was dropped from the list of churches 

On motion the regular order of business, as printed in 
former minutes, was adopted 

J. W. Lee, the Associational messenger to the Southern 
Baptist Convention, gave a very interesting and instrue- 
tive report of his visit to the last session of that body. It 
was announced that the next session of that body will 
meet in Louisville, Ky., in May next. 

W. W. Dickens and.H. L. Johnson reported a pleasant 
and profitable attendance upon the Baptist State Conven- 
tion at Meridian. 

John W. Powell, D. E. Hollman, Norman Perkins and 
Miss Dulcia Davis were received as messengers from Chick 
asaw Association 

In the absence of any authorized representative of the 
Baptist Record, W. J. Derrick announced that he would 
receive subscriptions for the same 

Absentees on committees were supplied by the Moderator. 
The following Finance Committee was appointed: J. 
W. Higginbotham, Hewlett Johnson, D. F. Hoyle. 

The following Committee on Order of Business was ap- 
pointed: H. L. Johnson, W. N. Hamilton, W. J. Derrick. 

Association stands and sings. 

Reports of standing committees were taken up and L. 
I. Leavell read the following report on Sunday Schools, 


mend ably and helpfully discussed same. The report was 
Miso spoken to by W. J. Derrick, W. A. Boruni and A. E. 


Jennings. Report was then adopted. 
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SUNDAY SCHOOLS 
This is the day of the ‘Greater Sunday School.’’ When 
ty enlarges Its corporation lines and takes in the ad 
ning territory that naturally belongs to it, 1 declares it 
f the ‘greater city.” So we have Greater Memphis. 
Greater Birmingham, Greater New York, ete 


, The Sunday School has waked to the fact that much 
tory that naturally belongs to it has for years not 
on taken in. So within the last few years it has begun 


| » enlarge its boundary lines A real Sunday School is 


longer satisfied with the few children of the families 

f the ehureh who come naturally. It is exercising all its 
nowers to cover the territory that under God it is respon 
sible for as a department of the work the chureh must do 

r Phe Home Department is an enlargement for the benefit 


fo all who eannot or will not attend the Sunday School : 


any mothers with children, invalids, aged and infirm and: 
ndifferent are not in the Sunday Schools of our churches. 
The Home Department 1s the means of reaching them; it 


sa plan of taking the literature to all such and asking 


them to study the lessons week by week, this is kept up 
I they join the school proper; meantime, they are counted 


is members of the sehool in the Ilome Department. The 


Cradle Roll is a division of the Primary Department 
whieh does the same kind of work with the little folks 
c who eannot attend, So, with this kind of work diligently 
done in addition to the classes that meet in the church, 


many Sunday Sehools in the land are ‘Greater Sunda) 


Schools’’ beeause they reach for the study of the Bible 


* all members of the chureh and congregation. This should 


be the aim of every Sunday school. We recommend that 


the Sunday Sehcols of this Association make this then 


ain for the coming year, 
Another important phase f the work which is receiving 
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creat attention, is the training of teachers. We must have 





trained teachers for two reasons; First, to make the most 
gut of our brief opportunity of about thirty minutes a 
week fer teaching the word of God; second, to hold in our 
schools the large numbers of young people and adults now 
heing brought in by the organized classes for young men 
and women. the adult class movement, and similar effective 
plans 
Our Sunday School Board at Nashville has prepared a 
course of study for the traming of teachers. The books to 
be studied by these are brief, practical and full of helpful 
suygestion and very cheap. We recommend that every 
Sunday School organize a class of young Christians and 
adults for the study of these books.- Any adult class can 
take up the study of the books in connection with the 
revular lessons of the Sunday School. We are glad to re 
port progress in this work in our Association. Sinee our 
last meeting a class was graduated from the study of two 
of these books in the Water Valley and the Oxford Sunday 
- Schools. Classes have been organized in several other of 
the Sunday Schools. We trust the pastors and superin- 
tendents will push this work; it will go far toward solving 
all problems of the schools; without it we see_little hope 
: for any better Sunday Schools. At our last meeting seven 
churches reported no Sunday School. Only sixteen 
ehurehes have Sunday Schools. The churehes having ne 
Sunday Schools were Courtland, Mt. Pisgah, New Hope. 


Pope, Paris, Shady Grove and Yoeona. 













We recommend that the delegates present wake up to 
the fact that their churches are behind their sister churches 
in the important and essential matter of the study of God's 
Word. We also recommend that they at once organize a 
Sunday School—no matter how small. The Sunday Schoo! 
Board at Nashville will give the literature free for the 
first quarter to any school that will organize. 
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We recommend that these schools try the Home Depart- 
nt idea, whieh is to pw quarterlies in the homes which 
akes up the ehureh, asking the fathers and mothers to 
tudy the lessons with their families around the breakfast 
together with prayer. 


table. or the family altar, 
good work of our 


We acknowledge with gratitude the 
ro. J. E. Byrd, our State Sunday School 
We invite him to come again. 
Distriet Vice Presidents, 
Gooch, continue to 


missionary, 


J 
thin our Association. 
\lso. we recommend that our 
\v |. Hargis, D. C. Perkins and B. P 


us during thé coming year. 


L. P. LEAVELL. 


On motion, State Missions was made the special order 


for 10 o’eloek tomorrow 


By motion, the report on the Orphanage is to follow the 


report on State Missions. 
Adjourned to 9 ‘o’elock tomorrow morning. W. N. 


Hamilton is announced to eonduet the devotional service. 
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ae Second Day. 
se 
= Morning. 





, ‘ Assembled at & o’eloek and devotional services were con 
: wted by Wo ON. Elan ton. who read and commented ot 
‘ 1 John iii. 1.2 
! 4 \ Thee I ‘\ ait ns Was appe nted, consistin 
f Jo W. Lee. J. S. Marti J. DD. Jones 
’ , Committee on Order of Business submitted the follow 
: r ny report whieh was adopted 


Sug?” For today, 10 to LL a.m., State Missions; 11 to 11:30 
The Orphanage 11:30 to 12 on Woman's Work, 2 to 
Sanitarian , to 4 p.m Publeations 

For tomerrow ( Friday 10 to 10:45 am., Foreign Mis 
sions: 10:45 to 11:30, Home Missions; 11:30 to 120m 
Nominations and Report of Treasurer; 2 to 2:30 p.m 
Edueation, 2:30 to 3 pan. Temperance; 3 to 3:30) p.m 
Sustentatior 

Report on State Missions was read by J. W. Lee and 
spoken to by J. OW. Le J W Higginbotham, 7, °F 
















STATE MISSIONS 

In making this report we gratefully acknowledge the 
anifold mereies and blessings of God on the efforts of our 
lenomination to reach the lost with the gospel and build 
ip the Redeemer’s Kingdom in our beloved State. Not 
vithstanding the financial pressure our people enlarged 
their vifts to this cause, and last year? gave more than evet 
before in one year 

The serious question that confronts us is: Shall we ge 


hackward or forward Shall we retrenech or shall we en 
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We have special calls, loud and clear, 


eh our forces | 
vo forward. The value of lost souls give emphasis to 


eall. and the Master's command to ‘‘ao’? gives au 


ty. The ghorious SUCCESS ef our mission forces in the 


thy encourage us to enlarge our efforts and in 


fts. The new lines of railroad are constantly 


use our yl 


‘ing new territery, both for the business man in ali 


tents of work as well as for the preacher and the 


r} spit tual miterest of Miussissipp! must keep pace 
and to do this requires an 


th the material prosperity, 
To fail in this regard 


P ressive State, \iission poliey. 
turn over the cause of evangelism to other people. 
our Baptist interest 


ered by our inability. to he first on the field. There 
tat our Board has turned 


too many imstances already has 


requests from many places tl 
deaf ear to on account of a lack of funds. Will you not 
Ip in this cause with your prayers and money ? 
Our State Board received last year less than $25,000, 
supply the 


hereas $590,000 is not more than enough to 

ed. The following will give aecurate and encouraging 
nformation 
Churehes now helped full time 
Value of house of worship 
Value of pastors’ homes 
Churehes now helped three quarter time 2 
Value of houses of worship 


$30,000 
$. OOV 


5,000 


Churehes now helped one half time 1s 
Value of houses of worship $7,000 
Value of pastors’ homes 5,000 
Churches now helped one quarter) time is 
Value of houses of worship 60.000 
Number of churches now helped 108 
Churches once helped now having full time 3 
Value of houses of worship 20) OOO 
Value of pastors’ homes DTW 
Churehes once helped now having half time 32 
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Value of houses of worship 82,000 
Value of pastors’ homes zs 20,000 
Churches once helped now independent one 
quarter tine ‘ 360 
2 Value of houses of worship 172,000 
me Churches one ped now independent. . $25 
q \uyregate of churches helped by State Mis | 
Stons oe a} 
Value of property 705,500 


These churches give annually to missions $25,000. be 
sides what they give to college, orphans, ministerial educa 
tion, pastoral support, ete. State Missions is thus founda 
tion work, and he who helps State Missions helps ever) 
sood eause dear to the heart of our Lord. 
Mississippi State Missionaries have baptized 13,499 per 
sons 
Mississippi State Missionaries labored in meetings where ~ 
have been baptized by others 21,030 persons. 
Mississippi State Missionaries are thus identified with 
. the baptisms of 34,625 persons 
Mississippi State Missionaries have organized hundreds 
of Sunday Schools 


Mississippi State Missions now maintain one Sunday 
















School Missionary 

Mississippi State Missions are pledged to help build 
houses of worship in the State to the amount of $10,000. 

In this cause we are laborers together for a truer 
patriotism. 

In this cause we are laborers together for a better citi- 
zenship. 
In this cause we are laborerers together for better homes. 
In this cause we are laborers together for a higher 
morality. 

In this eause we are laborers together for our OWN as 
our Lord ‘‘eame to His own,”’ so in this cause we come to 
our own. 


In this cause we are laborers together with God. 
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“Give and it shall be given you.”” 
“The Lord loveth a cheerful giver.’ 

‘It is more blessed to give than to receive.” 
‘*Paith without works is dead.”’ 
We need your help in prayer. 
We need your help in money. 

J. W. LEE. 
Stood and sung a song and was led in prayer by W.N. 
iHlamilton for God's special blessing upon the orphanage, 
after whieh. the report on the orphanage was read by W. 
\W. Diekens, and discussed by J. W. Lee, W. J. Derrick, 
A hat collection for the orphanage was 





\. E. Jennings. 
then taken, amounting to $42.60. 


On investigation it was learned that 
orphanage, and eight 


seven churches 


vere making regular offerings to the 
nore promised to do so. 

As the superintendent, Brother - 
ida Flowers, the efficient assistant in the orphanage, had 
recently married, the Association authorized the follow- 
“Oxford Association sends 
God bless you, your wife 


J}. R. Carter, and Miss 


ing telegram to be sent them: 
hearty congratulations May 
and the orphans.” , 

Special prayer was offered for God’s blessing upon the 
above offering and those who made it. 


Report was adopted. 


THE ORPHANAGE, 
Your committee learns from a letter in the Baptist 
Record of August 27th from our efficient superintendent, 
tro. J. R. Carter, that we have now in the home 161 chil- 
that it takes each month 


td dren and others to come to feed ; 
250 pounds of 


ten barrels of flour, 150 pounds of lard, 
neat. 2 barrels of molasses and other things*in proportion. 
Ile savs also that his has been the 


had in the five since he has been connecte 


hardest year we have 
1d with the home. 


~ 
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In his annual report, made to the Board of Trustees at th 
aay meeting, aulv one death is noted during the whok 

Surely our God has blessed the home in mereifully 
sp) » the lives of these little ones, and we should be 
profoundly onkful. From this report we learn that the 
otal reeeipts for the year were $12,543.47, and the ex 


for the same time $12,584.90, This shows a deficit 


41.43. Fr the rures we learn that our peoph 
pn sympathy with this great work and have given lib 
hut not enough to eover all expenses Bro. Carter 
n this report, under the head of ‘‘OQur Needs,’ says: “We 
de your love, your prayers, money to feed and clothe 
vir children, money to build a school house ** Should we 
not heed this eall? In the report of the Committee on the 
Orphanage, made to the State Convention recently al 
the following recommendations : 


Meridian, appears 

1. That Sunday Sehools be urged to continue thet 
monthly contributions scheols not able to do so monthly 
should take at least one collection every quarter The 
Thanksyviving colleetion by the ehurehes should not be 
neglected 

2. We urge every Woman's Missionary Society to adopt 
me of these orphans and agree to clothe it during the year 
Only three societies in the State have done so, and it is a 
work in whieh they greatly rejoice 

$ Quite a number of the girls should now enter col 
eve for a higher edueation, and the Ladies’ Aid Societies 
nd friends are urged to make contributions for this work 

Your committee heartily indorses these recommendations 
and urge that they be adopted by this Association. Let 
us remember the words of the King: ‘‘TInasmuch as ye 
have dene it unto one of the least of these, ve have done if 
unto Me.”’ . 

Respect fully submitted 

W. W. DICKENS, Comunittee 
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The subject of the Sanitarium was taken up and dis- 
nssed at length by Prof. B. G. Lowrey, who brought out 





ny interesting and eneouraging facts coneerning the 
-ement. This great Baptist institution is to be located 
Memphis, Tenn., and will be the. property of the Bap- 
ts of Mississippi, Tennessee and Arkansas, and will be 
wnas ‘' The Baptist Tri-State Hospital.”’ 
Subscriptions to the Tri-State Hospital were taken, 
mounting to $825.50, G. W. Durley leading with $500.00. 


Che subject was also discussed by A. E Jennings, who has 


4 vis heart in the matter. 
Adjourned with benediction by W. A Borum. 
s4¢ € 
4 Afternoon. 


Assembled with singing ‘“T Love Thy Kingdom, Lord.”’ 
| Prayer by H. L. Johnson 
Discussion of the Sanitarium was resumed by A. E 
Jennings and B. G. Lowrey. There being no written re- 
port, on motion, the subject was passed 
Report on Women’s Work was read by H. L. Johnson, ; 
and spoken to by H. L Johnson, W. J. Derrick, L. P. 
Leavell. Report adopted. 


a 


WOMAN'S WORK. 


Our Christian women are waking up to the work of 
carrying out the great eommission of our Lord to preach 
the gospel to the whole world. Realizing that they are 
personally saved by the blood of Christ they are proving, 


: their works, that they want the gospel and the benefits 

hich it brings to be given to all people in all lands. } 
; The Woman’s Missionary Union, auxiliary to the South- 
4 crn Baptist Convention, was organized in 1888. The first 


ear they gave $30,000. The past year the total gifts for 
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all purposes in money was $186,198.58, and in boxes for 
frontier missionaries, the poor and orphans, $24,543.46, 
making a grand total of $210,742.04. Our women in Mis 
sixsippi paid of this amount $2,680.24. This does not in- 
elude the amount to the different objects fostered in the 
several States of our territory. 

The Woman's Missionary Union has been incorporated 
and owns two pieces of property. The Margaret Home, 
at Greenville, S. C., for the orphan children of Home and 
Foreign missionaries, and the ‘Fraining School at Louis- 
ville, Ky. Each of these are worth $25,000. The Train- 
ing School has an endowment of $8,000, Twenty-six young 
women were in school there last year preparing for mis 
sion work 


The statisties above are taken from the minutes of the 





S. B. C., 1908, and is a report of the work done by women. 

(iod's Word gives us many reports of like character: 

| Sarah was a bread maker (Gen. 18:6). Miriam led the 

: women in thanksgiving service for the great deliverance at 

the Red Sea Ex. 15: 20-21.) Women did the spinning 
for the tabernacle in the wilderness. (Ex. 35; 2, 3-6.) 

Women have shown themselves competent to take part 

in defense of their country (Judges 4). Women have de- 

cided for God and right (Ruth 1: 16-17). In answer to 

ihe prayers of a woman Samuel was given. She loanec 















him to the Lord forever (Sam. Ist chap.) Women minis 


tered to Christ of their substance (Luke 8: 2-3). A 
woman annointed the body of Christ for His burial (Matt 
26th Chap It was a woman who gave more than all 


tue others (Mark 12-41 to close of chapter). 

In the biography of a woman it was said that she was 
fuil of yood works and alms and deeds; that she was 4 
coat and garment maker (Acts 9th Chap.) It was a 
woman, ‘‘saved by grace,’’ who desired to entertain Paul. 


Silas and Timothy (Acts 16th Chap.) Women labored in 
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the gospel (Phil. 4:3). Men can and should do two 


the success of women’s work: 
Women have their way of doing i 
should not disturb them in their 


things for 
Kirst, let them alone. 
‘heir work, and surely we 
tasks undertaken ‘‘in His name.”’ 
Second, men ean and should help women in their work. 
Here the Lord’s work for both becomes reciprocal. In all 


our work for Christ we need the help of the women- -the 


rule is, we get it. 


With united effort let 
until there is a Woman's Missionary Society in every 


us labor, with no abatement of 
zeal, 
' chureh in our Association and State. 
Respectfully submitted, | 
H. L. JOHNSON, Committee. r 
On motion it was decided to take up the reports on 
Foreign Missions, Home Missions and Laymen’s Move- 
ment and have them all read and discussed together. 
Report on Foreign Missions was read by W. A. Borum. 
Report on Home Missions was read by W. J. Derrick. 
There being no report on the Layman’s Movement, the 
discussed without a written Te- 
Layman’s Movement, 


"> 


subject was taken up and 
port, B. G. Lowrey speaking on the 
Adjourned to 9 o'clock tomorrow morning. 
j Benediction by 8. T. Courtney. 
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Third Day. 


Morning. 


At 9 o'clock aim. Association assembled by singing 

More Love to Thee.’’ Devotional services were con 
ducted by W. J. Derrick. Seripture read was Col. iii. 1-8 

While waiting for the Moderator to come in, J. W. Lee 
presided. The discussion of the reports on. Foreign and 
Home Missions was opened by W. A. Borum, who insists 
pon obechenee to the **Go , 

Stood and sung ‘‘ Jesus, Keep Me Near the Cross.”’ 

The Association was lead in prayer by J. B. Leavell 
Oh. How [ Love Jesus’? was then heartily sung by the 





eonyregation 
The Home Mission report was spoken to by W. J. Der 
riek, L. P. Leavell, A. E. Jennings. Reports were adopted 


HOME MISSIONS. 


The work of Tlome Missions during the past associational 
year has prospered as at no time before in its history. The 
sum of $343,123.43 was given by Southern Baptists for 
this work. Of this amount Mississippi Baptists gave 
$19,182.95, an average of 15 cents per member. Oxford 
Association gave $1,003.04, or 40 cents per member. of 
the twenty-four churches in the Association twelve made 
a contribution to Home Missions. Surely this condition 
could and ought to be changed. With the money intrusted 
to our brethren of the Home Board 961 missionaries were 
employed. These men baptized into the fellowship of the 
church 17,760 persons, and reeeived by letter 15,096, mak- 
ing a total of 32.856 workers added to our fumbers. Our 
workers on the Home Field) organized last year 334 
churches, built and improved 338 houses of worship, or 
ganized 1,057 Sunday Schools and gave away and sold 
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6.837 copies of the Word of God. In addition to the 
above, our Home Board has aided largely twenty-four 
mouutain schools in the mountains of Kentucky, Virginia, 
rennessee and North Carolina. These schools have em- 
ployed 780. teachers, enrolled 5,148 pupils, 85 of whom 
have been preparing themselyes to preach the gospel; 301 
of these students have professed faith in Christ. This 
nountain sehcol work not only means the evangelization 
of the communities in which the schools are located, but 
what is more, it means the training of leaders in denomina- 
tional work. 

The scone of the work is large indeed, including as it 
does all the Southern States, Cuba, the Isle of Pines and 
Panama. In all these fields the opportunities and responsi- 
bilities are great. Let Mississippi Baptists and those of 
the Oxford Association in particular do their full duty 
fy this great work to which Christ has ealled them. 

i W. J. DERRICK, 
B. P. GOOCH. 


FOREIGN MISSIONS. 


The awful fact of this whole world’s need of Christ, . 


its dying millions groping in darkness and lost in sin, 1s 
becoming more and more real to Christians everywhere. 
The day of Foreign Missions 1s brighter than ever, the 
pastors are more zealous in teaching the people their ex- 
alted privilege to contribute their means for the world’s 
evangelization, and the people are becoming more and 
wore in sympathy with this glorious opportunity. 

Our Foreign Mission Board, last year expended $402,328 
‘ny its work, the largest amount ever at its command im 
any year of its history, and of this sum the Baptists of 
Mississippi contributed nearly $29,000. Twenty-two new 
inissionaries were sent into the ripe and waiting harvest 
field: of these two were from our own State. 

At the last meeting of the Southern Baptist Convention 
the Board reported out of debt, and its report was very 
eneouraging for its year’s work, showing 2,174 baptisms. 

We have on the field 222 missionaries, assisted by 334 
natives. There are 229 churches and 464 out-station. 
There are 226 Sunday Schocls with an enrollment of 7,526 


a 
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members, with a total ehurch membership of 14,179. There 
are 128 day sehools, with 3,194 pupils, including theologi 
eal schools, with 140 students. : 

The China Baptist Publieation Society, in whieh our 
Southern Baptist Convention has a joint interest with the 
Northern Board, published last year 10,000,000 pages of 
literature besides their regular publications. 

Our medical missionaries attended 38,000 patients last 
vear, relieving the suffering of their bodies, and preach 
ing the gospel of the kingdom to their benighted hearts. 

With a better knowledge of the great field on the part 
of our secretary, Dr. Willingham, who visited China, Ja 
pan and Italy last year; with the ripening opportunities 
and the inereasing number of open doors in foreign lands, 
and with our people awakening to their privileges and ob 
ligation to evangelize the world, there is before us the 
vreatest era of foreign mission work the world has ever 
known. Mississippi has been asked this year for $35,000 
for this work. We recommend that pastors and churches 
of Oxford Association, with greater diligence than ever. 
vet into the front rank in this heroie movement and have 
a good account of their stewardship to render in the re 
port of the Foreign Mission Board at our next Southern 
Baptist Convention 

Respectfully, 
W. A. BORUM, Committee. 


On motion the apportionment of last year was adopted. 


with 15 per cent inerease, and stands approximately as 
follows: 


Big Springs A om Se a aint fast ...% 40.00 
Bethany . scare eta lal 45.00 
Bethel angie eende ara bec i5%5 35.00 
Clear Creek da $a ease ich dte ators 85.00 
Coneord ae beat Sees 40.00 
Courtland has crank teveyere tert ra 20.00 
Central ; ; oo eee. = 85.00 
O00) HOMC 555 vies ac osb oad deen be dw es 65.00 
BAR rey: HU oo asec isis: oR levee nuns Soetw Oates 25.00 
Mt. Gilead ais tia aie 4 12.00 


New Hope seas s 6.00 
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Mt. Pisgah Latediens 12.00 
New Liberty .. re ae eit baWrn 12.00 
Oxford satin al Ralutaisaoiacresie lar e bravia cases OR 800.00 
Panola ; sak spine cewteriemeibess 185.00 
Pope. Sate Jae ass SMa aaneted alate 6.00 
Paris ; Save a as 18.00 
Pilgrim's Rest Sani 35.00 
Shady Grove : : s 12.00 
Tacowa .... of .... 30.00 
Water Valley : .. 1,350.00 
Yoeona. sc . 23.00 
Vellowleaf 25.00 
Union Grove 5.00 


Total ; . $3,371.00 


The Committee on Nominations was authorized to recom- 
iuend an associational leader for the Layman’s Movement. 
Report on publications was read by J. W. Higginbotham 


and spoken to by J. W. Higginbotham, H. L. Johnson, B. 


‘i, Lowrey, and adopted, 


PUBLICATIONS. 


Your Committee on Publications, after a careful read- 
ny of thirty-five reports read before this body, would 
simply “emphasize the most potent facts embraced in all 
of them, viz., that there is a great deal of light, trifling, 
pernicious reading matter issuing continually from the 
presses of the country, fit neither for fuel nor fertilizer, 
and that the best method of counteracting the baleful in- 
fluence of such literature is to put something better in the 
hands of our people. Among the publications suggested 
and commended, of course the Bible always stands first, 
then for Mississippi Baptists especially, our State paper, 
the Baptist Reeord; and further, as a natural sequence. 
The Foreign Mission Journal, Our Home Field, The 
fem and any other good thing our people can afford to 
pay for and read. 

We would further urge that the members of the Oxford 
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\ssociation take and carefully read the minutes of th 
Association as seen as published 

We close our report by saying: Brethren, this is an im 
portant matter and should be fully and earefully diseusse | 


Respectfully sul nitted, 


J. W. Higginbotham 


Committee on Nominations reported as follows: 

Time and place of next meeting Courtland, Tuesday 
after the first Sunday in September, 1909. 

To preach the annual sermon, W. J. Derrick, Wate: 
Valley; alternate, W. N. Hamilton, Taylor; leader of Lay 
nan’s Movement, H. H. Creekmore, Water Valley. 

The following pledges were made to aid Union Grov 
Chureh to finish its house of worship: Big Springs, $5.00 
Water Valley, $25.00; Batesville, $5.00; Oxford, $10.00 
Bethany, $2.50; W. I. Hargis, $2.50; New Liberty, $2.50 
Total, $52.50 

The above pledges are to be sent to A EK. Jennings. 
Water Valley 

W. I. Hargis was eleeted associational messenger to next 
meeting of the Southern Baptist Convention, and J. W 
Lee was pppointed to request the churehes of the Associa 
tion to contribute to the expenses of the trip. 

Following are the reports of the Finance Committee 
and Treasurer 


REPORT OF FINANCE COMMITTEE. 


Your Conunittee on Finance ask to submit the following 


report : 
Received as follows 
Foreign Missions eit $ 16.00 
Hlome Missions 37.55 
State Missions 33.05 
Ministerial Edueation (Bro. Taylor)..... 5.00 
S. B. T. Seminary : Savane 2.00 


Méiutes and Clerk Fee 53.43 
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42.60 


Total th She hes ee eee bs $189.63 
We herewith attach the Treasurer's reveipt for the 
tamount, and respectfully ask to be discharged. 
J. W. HIGGINBOTHAM, 
H. H. JOHNSON. 


* . 
. * 189.63 
Received of Finance Committee one hundred and eighty- 
q ine 63 100 dollars. W. W. DICKENS, Treas. 
t September 11, 1908 
. 
TREASURER’S REPORT. 
Your Treasurer begs leave to submit the following re 
port: 
5 Received from the Committee-on Finance the following 
; ynounts : 
* Foreign Missions .....----:sssscttrtt $ 16.00 
: State Missions .....----e:ecrrtrrrttt 33.05 
Home Missions . cheng giebesdiatsnle OSes 37.55 
Orphanage (special collection) ....-----> 42.60 
Ministerial Edueation (Bro Taylor).... 9.00 
S. B. T. Seminary ...---- a aiatacd ns 2.00 
Mniutes and Clerk Fee ..-.-------:7°°" 53.43 
[ Wotal occ iceeavangedepade ste eee $189.63 
| now ask permission to pay these amounts as designated 
above, Respectfully submitted, 
W. W. DICKENS, Treasurer. 
- nn , 
t The following amounts were raised to supplement fund 
; for minutes and clerk, namely, eash $6.25, pledges $11.00. 
j The following amounts were pledged to aid New Hope 
, Chureh to build: 
Water Valley .....---:::errrr tn $25(00 
Wollow Laat 4-04-21 dens ceded a center ets 5.00 
Oxford I sh te hice Pel dak AVeavsneteiasee Sema eee | 10.00 
Clear Creek .....-----02800> sed din. Bub 5.00 
(oe... 2.50 


Bethany .....----++: 
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5.00 
2.50 
Total .. $55.00 
The above amounts are to be sent to A. E Jennings, 
Water Valley 
Adjourned 
Praver by WON Hamilton 


Batesville 
Pilgrim’s Rest 


< < < 
Afternoon. 
Re assembled ut v o'eloek y>.tn Singing by the excellent 


chureh choir. Prayer by H. L. Johnson 
Report on Education was read by W.N. Hamilton. W 
N. Hamilton and J. W Lee spoke to the report. 


Report adopted 
EDUCATION 


1. What is edueation? Education is that which leads 

4 man out and develops that God-given principle implanted 

in every heart. When we speak thus we mean Christian 

education. Beeause we are taught in God’s Word that 

the fear of the Lord is the beginning of wisdom. Solo 

y, mon said, ‘‘As a man thinketh in his heart so is he.”’ 

@ Christian edueation js that which trains a man to think 

~ in right channels and on things that are right. Edueation 

is to the man what the jeweler is to the diamond in the 

rough—that whieh develops it. As the diamond - never 

shines in its real beauty antil touehed by the skilled hand 

of the jeweler, so man ix never what God wants him to 

be until developed in all his parts. The Master Teacher 

a cared for the mind. the soul, the body, thus developing 

: the triune man. We have the examples in God’s Word 

of these thus touched by our Lord as they went forth 

leaping and praising the Lord. With these facts before us, 

(lo they not teach us the great lnportance of Christian 
edueation ? 


A eat ee, 


hoes 


Sw 
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» The foregoing facts, with the conditions confront 
the great need of Christian educa- 
When we think of the completion of 
with the change it must bring to the 
South, we must face the fact of the need of Christian 
dueation. When New Orleans and Memphis will become 
the New York and St. Louis of the South, and our South- 
and is a net-work of railroads, with the commerce of. the 
world passing through our Southern ports, who will hold 
influence and trust? The answer is: 
God’s Word speaks again, saying : 
When the wieked are in authority the people mourn, but 
when the righteous rule the people rejoice.” If, then, 
ve shall take and hold the South for Christ we must do 
t largely through Christian edueation 

Now, in closing, allow us to mention one thing. Is it 
not a faet that there are more Baptists in this State south 
of the A. & V. railroad than in any other territory of the 
came size in the world? Why ig this true? The only 
answer is, is here is where Mississippi College is located, 
with her 468 young men and her scores of young preachers, 
voing to every nook and corner of that part of the State, 
scattering the principles of Christian education, with the 
result just stated Christian education being such a potent 
factor in taking and holding our country for Christ, shall 
we not go up and possess the land by giving more of our 
time. our thought and our means to the cause of Christian 


edueation ? Respectfully submitted, 
W. N. HAMILTON. 


ny us, bring us to see 
tion as never before 
the Panama eanal, 


the positions of 
frainedl men. Then, 


On motion reports on Layman’s Movement and Tem 
aN ; se 
list of standing committees. 


perance were added to the 
_ Johnson, and 


Report on Sustentation was read by HL 
) was diseussed by W. J. Derrick, B. G. Lowrey and W. A. 
Borum. 
, Report adopted 


SUSTENTATION. 


We, your Committee on Sustentation, beg leave to sub- 


mit the followiny report: 


eee et CALLE 
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om By sustentation we mean help for aved, indigent minis 
. ters who have worn their lives out in. the service of the 
Fo Master and their fellowmen. Your committee think, while 
wes the Orphanage and Sanitarium have claims on our bene 
sh factions, indigent ministers and their dependents have 
08: equal claims. We learn from the minutes of 1907 that 
r, there were in the Oxford Association 2,504 members. Now, 
ok 10 cents per member would be $250.00 In the report 

' = on this subject last vear it is said that the Baptists of the. 
entire State gave only $1,273.7 Now if the 130,000 of 
Ie Mississippi would only give the small sum of 10 cents each 
we would have $13,000 instead of $1,273.7 We insist 


that each church in our Association adopt the plan ot 
viving at least 10 cents per member to this worthy cause 
and may God enable us to fully realize our duty in this 
matter Resper tfully submitted, 























W. Ht. JAMES, 
J. iH. FEW 
The churches of the Association were requested; through 
their messenvers, to take a Thanksgiving offering in No 
vember fot the Orphanage, and in December a Christian 
offering for sustentation 
Hearty and profuse were the thanks expressed by the 
messengers for the generous hospitality, 80 lavishly be 
stowed by the good people of Yellow Leaf community. 
Thus ended one of the very best sessions of the Oxford 
\ssoclation 
Adjourned to meet with the Courtland Chureh on Tues 
(lay after the first Sunday in September, 1909. While 
singing ‘‘God Be With You Till We Meet Again,’” the 
parting hand was given, while eyes were weeping and 
hearts were throbbing 
A. E. JENNINGS, Moderator. 
W. I. HARGIS, Clerk. 
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4 = =: S 3 = = & = - =e 8 w « = 2 
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“aaTTDr + r = mn oe 7 ° 3 3 > ° 2» |Pe Fo Ze | 5. 
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Bethel 200 00 36 00 10 00 23 00 269 Of 500 OO 
—Clear Creek 150 00 9 00 31:00 11 40 13.25) 3200 31 65 12 29) 200 1¢ 00 291 79 4000 00 
*Central 
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Courtland 10 00 18 75 4000 00 
~™“Good Hope 155 00 205 480 1 50) 31 85 15 10 20 75 283 20 1000 00 
Liberty Hill 14 00 28 60 23.10 6 05 12 00 5 Th 119 50 1000 00 
Mt. Pisgah 127 50 5 20 5 00 37 70 100 00 
Mt. Gilead 50 00 11 60 2 96 7 56 8 76 2% 62 87 652 50 L 
New Liberty 17 00) 6.2 «50 6 00 20 50 400 00 
+New Hope 
Oxford 1800 00 229 80 254 95 88 50105 80217 40 S54 71 S24 67 89) 10 00) 10.00 3514 65 3000 00/12000 00 
Panola 550 00 97 OO 44 00 56 00 565 2h Os 65 62 20 00 35 0u 12 75 1087 771380 00 2500 00 
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Yocona 6 00 6 00 12 © 500 00 
Yellow Leaf 75 00 16 35 6 00 10 OO le OO 7 00 117 35 800 00 
Union Grove 15 00 30 50 3 70 49 20 30 50 
Totals 790 30742 35 293 00 343 00 671 25/1026 87)1155 $ Be 101 60/203 75 11896 98 6880 00 43248 
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CHURCHES. PRESIDENTS SECRETARIES. POST OFFICE = BL ~ s s = ¢ 
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Oxford Mrs. G. W. Leavell Mrs. F S. Leavell Oxford 54 80.36 00) 77 00; 74 1014 50/57 3910 00/423 79 


Water Valley |Mrs. Jno. Markett iMrs. J. D. Peacock Water Valley 266 40 27 00) 50 00) 5 00/2u Ou |368 40 
Big Springs (Miss. Kate Johnson \Mrs. Lilie Williams Water Valle) 16 75) 16 75 
Liberty Hill Mrs. 8. A. Pitcock |Miss N. E. Montieth Shuford 

30 56 80 


Batesville Mrs. Lily M. Childress |Miss Hattie Dickens Batesville 53 80 
Totals 375 00:36 00,104 00124 1019 50!80 39 26 75/765 
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CONSTITUTION. 


Article 1. The Association shall be called the Oxford 
Baptist Association, which shall meet annually. The ob- 
eet of this union shall be to cultivate fraternal inter- 
course and love between the churches composing this 
body, and unite in their efforts in the great work of ad- 
vaneing the ‘Redeemer’s Kingdom. In the prosecution of 
these objects, the dissemination of the gospel by mis- 
sionary operations, both home and abroad, shall receive 
their encouragement, fostering care and support. It shall 
he the aims of this Association to promote the cause of 
Sabbath Schools, also the interest of general education, 
and more especially the education of the ministry. All 
Christian and charitable enterprises shall receive their 
encouragement, among which the support of superan- 
nuated and worn-out ministers will receive especial at- 
tention 

Art. 2. Each church belonging to this Association shall 
be entitled to three representatives until the number of 
members reaches twenty-five, and one delegate for every 
twenty-five; provided, in no case shall any church have 
more than eight delegates. 

Art. 3. The delegates present representing churches 
shall. during the session, present their letters of corres- 
pondence, which must state their appointment, together 
with the number of members in fellowship, the number 
baptized, received by letter, restored, dismissed by letter. 
exeluded and died during the year 

Art. 4. Any echurel? of this Association failing to rep- 
resent herself at one meeting will be expected to state 
the reason thereof at the next meeting. and any church 


thus failing at two successive meetings, the Association 


may consider her dropped from her number, or may ap- 
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point a committee to inquire into cause of such failure 


Art. 5 Other churches approving our Articles of 
Faith, and desiring to act and live in fellowship with us 
mav be admitted 
proval and desire by delegates and letters 

Art. 6. This Association shall have a Moderator 


Treasurer and Clerk, who shall be chosen by ballot at 


ih annual meeting as soon as the letters from the 
churches are read and the names of the delegates en 
rolled. A major ty of the votes cast being necessary to 
n eleetion 


Art. 7 Membre rship in this Association shall b 


al to eligibil tv to any offic: Within the body 
Art. 8 


¢ essen 
t) 


This Association shall have no power to adopt 


rules or institute proceedings that shal] infringe upon the 


ndependence or rights of ehurches: but it may, when re- 


quested by a echureh in its letter o: correspondence, and 


not otherwise vive advics to such bods and it may sep 


arate, from such churches as are known to w alk disorderly 


Art. 9. This” Association nay correspond by letter or 


ssenger with other representative bodies of the Baptist 
denomination 


rhe 


Art. 10. This Association shall at 
appoint an Exeeutive Board 
bers as thers 


Its annual meetings 
composed of as many mem 


shall be churches represented, with five ad 


ditional members living in the same Vicinity, any five of 


a quorum. Each chureh shall have 


of nominating its own member of the Board 
Said Board shall elect. its 


whom shall constitute 
the privilege 


own officers and shall have 
power to transact the business of the 


Association when 
the Association is hot in 


S(SS1O0). 


and for this purpose 
meet as often as the Chairman shall deem necessary. An 
annual report of the proceedings of the Board shall be 
made to the Assoeiation 


Art. 11 Th Constitution may: be altered or amended 


inte this body by signifying their ap- 





“ 
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it any regular meeting by a majority of two-thirds of 
the members present, provided the proposition to change 


be made at a previous meeting 


RULES OF DECORUM. 


\rticle 1. This Association shall be opened and closed 
y prayet 

Art. 2 The Moderator shall be considered judge of 
wrder, and shall have diseretionary right to call to order 
it any time 

Art. 3. Any member not satisfied at his decision may 
ippeal to the Association the same day, but at no other 
Art. 4. The Moderator shall have the same privilege 
if speech as any other member of the body ; provided, he 
all some other brother to the chair; but shall not be 
permitted to vote except in case of tie 

Art. 5. Every motion made in order and seconded 
after sufficient time for discussion shall be, by the Mod- 
erator, put to a vote of the Association, a majority of 
whom shall govern, and the decision shall be publicly an- 
rouneed by the Moderator 

Art. 6. But one member shall speak at a time, who 
shall rise to his feet and address the Moderator; and the 
\Moderator, when addressed by 4 member for permission 
to speak, shall signify the same ly naming the person, or 
otherwise 

Art. 7. Every member, 10 addressing the body, must 
confine his remarks to the subject under diseussion, and 
no member shall be interrupted while speaking, unless he 


departs from the subjeet, or use words of personal re- 


Heetion. 
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Art. 8. The appellation ‘‘Brother’’ shall be used i: 
ur addresses 

Art. 9. No member shall be allowed to speak mor 
than twice on the same subject without leave from th. 
\ssociation, nor more than once until all have had a 
pportunity of speaking 

Art. 10. No member shall be at liberty to absent him 
self during the hours of business without leave from the 
Moderator 

Art. 11 It shall be the duty of the Clerk to keep a 
‘orrect record of the proceedings of the Association and 
submit the same for correction of the Association at the 
close of each session, and to preserve a file of the proceed y 
ings of the body 

Art. 12. It shall be the duty of the Treasurer to r 
ceive all moneys received for associational purposes and 
pay them over by order of the body 

Art. 13 In case of a motion to suspend any rules of 
the Association a vote of two-thirds shall be necessary 

Art. 14. The roll of delegates shall be called at the 
close of each session, and the absentees without permission 
shall be designated upon the minutes as such. without 
leave from the Moderator 
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